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Abstract:  '  The  Strategic  Defense  Initiative  Organization  (SDI0) 

and  its  proponents  (the  U.S.  Army  and  the  U.S.  Air 
Force)  plan  to  conduct  Demonstration/Validation  tests 
of  the  GSTS  technology.  These  tests  will  demonstrate 
the  ability  of  the  technology  to  perform  required 
tasks,  and  to  validate  production  feasibility  in  sup¬ 
port  of  a  future  decision  on  whether  to  proceed  with 
Full-Scale  Development.  Demonstration/Validation 
tests  would  be  conducted  at  the  Nevada  Test  Site, 
National  Test  Facility,  Vandenberg  Air  Force  Base/ 
Vestern  Test  Range,  U.S.  Army  Kwajalein  Atoll,  and 
contractor  facilities.  Tests  would  include  analyses, 
simulations,  component /assembly  tests,  and  flight 
tests.  This  document  addresses  the  potential 
environmental  consequences  of  the  Demonstration/ 
Validation  testing  of  the  GSTS  technology.  ^ 
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EXECUTIVE  SUMMARY 


INTRODUCTION 

The  National  Environaental  Policy  Act,  the  Council  on  Environmental  Quality 
regulations  iepleaenting  the  Act  (40  CFR  1500-1508),  and  the  Departaent  of 
Defense  (DoD)  Directive  6050.1  vhich  suppleaents  these  regulations,  direct 
that  DoD  officials  take  into  account  environmental  consequences  vhen  author¬ 
izing  or  approving  major  Federal  actions  in  the  United  States.  Accordingly, 
this  Environaental  Assessment  analyzes  the  potential  environaental  conse¬ 
quences  of  a  proposed  transition  froa  Concept  Exploration  to  Demonstration/ 
Validation  of  the  Ground-based  Surveillance  and  Tracking  System  (GSTS),  one  of 
the  technologies  being  considered  in  the  Strategic  Defense  Initiative  program. 
The  tests  and  evaluations  associated  vith  Demonstration/Validation  vill  be  in 
accordance  to  the  Antiballistic  Missile  Treaty  and  are  currently  structured  to 
conform  vith  the  restrictive  interpretation  of  the  Treaty.  The  decision  to 
proceed  to  Demonstration/Validation  for  GSTS  vould  not  preclude  other  technol¬ 
ogies,  nor  vould  it  mandate  the  eventual  Full-Scale  Development  or  Production/ 
Deployment  of  GSTS. 

BACKGROUND 

The  President's  announcement  of  a  Strategic  Defense  Initiative  on  March  23, 
1983,  initiated  an  extensive  research  program  to  determine  the  feasibility  of 
developing  an  effective  ballistic  missile  defense  system  to  protect  the  United 
States  and  its  allies  from  enemy  missile  attack.  The  Strategic  Defense 
Initiative  Organization  vas  established  to  plan,  organize,  coordinate,  direct, 
and  enhance  the  research  and  testing  of  technologies  applicable  to  strategic 
defense.  Future  implementation  of  a  Strategic  Defense  System  vould  be  based 
on  the  Strategic  Defense  Initiative  research  program. 

Many  technologies  currently  are  being  investigated.  Among  the  technologies 
being  considered  for  Demonstration/Validation  are  space-based  technologies: 

o  Boost  Surveillance  and  Tracking  System  (BSTS) 
o  Space-based  Surveillance  and  Tracking  System  (SSTS) 

o  Space-Based  Interceptor  (SBI) 

and  ground-based  technologies: 

o  Exoatmospheric  Reentry  Vehicle  Interception  System  (ERIS) 
o  Ground-based  Surveillance  and  Tracking  System  (GSTS) 
o  Battle  Management /Command  and  Control,  and  Communications  (BM/C3). 

DoD  Directive  5000.1  calls  for  a  staged  approach  to  the  DoD  acquisition  pro¬ 
cess.  In  keeping  vith  that  mandate,  DoD's  major  system  acquisition  process 
consists  of  four  distinct  stages:  Concept  Exploration,  Demonstration/ 

Validation,  Full-Scale  Development,  and  Production/Deployment.  These  four 
stages  are  separated  by  three  major  decision  points  (Milestones  I,  II,  and 
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III).  Prior  to  Milestone  I,  the  Defense  Acquistion  Board  vill  review  the 
results  of  Concept  Exploration  and  decide  whether  the  subject  technology  will 
be  carried  forward  into  Deeonstration/Validation  or  reeain  in  the  Concept 
Exploration  stage.  The  GSTS  Strategic  Defense  Initiative  technology  is 
approaching  the  end  of  Concept  Exploration  and  is  preparing  for  Demonstration/ 
Validation. 


PURPOSE  AMD  MEED 

The  purpose  of  the  Deeonstration/Validation  prograa  for  GSTS  is  to  determine 
the  ability  of  technology  to  perform  its  intended  function,  and  to  provide  the 
inforaation  necessary  to  aake  an  informed  decision  whether  to  proceed  with 
Full-Scale  Development.  These  activities  are  the  first  steps  needed  to  support 
a  decision  to  develop,  produce,  and  deploy  the  GSTS  technology,  which  is  inte¬ 
gral  to  an  effective  strategic  defense. 

The  function  of  GSTS  would  be  to  provide  search,  acquisition,  tracking,  dis¬ 
crimination,  and  transfer  of  sensor  data  concerning  potentially  hostile 
ballistic  missile  targets  to  the  Battle  Management /Command  and  Control,  and 
Communications  (BM/C3)  network  for  further  processing.  The  GSTS  would  provide 
a  necessary  element  of  one  alternative  architecture  of  the  proposed  Strategic 
Defense  System. 


PROPOSED  ACTION 

The  proposed  action  is  the  Demonstration/Validation  program  for  the  GSTS  tech¬ 
nology.  This  program  would  demonstrate  whether  the  system  can  meet  its  spe¬ 
cific  performance  requirements  and  would  provide  the  information  necessary  for 
the  Defense  Acquisition  Board  to  recommend  a  Milestone  II  decision  to  proceed 
into  Full-Scale  Development. 

Demons t ra t i on/Vali da t ion  of  GSTS  would  require  fabrication  and  ground  testing 
of  the  sensor,  general  processor,  guidance  and  control  subsystem,  and  com¬ 
munication  subsystem  components  and  assemblies.  It  would  also  include  launch¬ 
ing  sensor-equipped  boosters  into  a  ballistic  trajectory  to  test  the  search, 
acquisition,  tracking,  and  discrimination  performance  against  a  target  mis¬ 
sile.  The  fabrication  and  ground  testing  of  the  components  of  the  weapon 
would  take  place  in  existing  or  planned  contractor  and  government  facilities. 
Flight  testing  would  require  modification  of  existing  launch  facilities  at  two 
DoD  installations. 

Demonstration/Validation  of  GSTS  would  address  the  following  technological 
issues: 

o  Computer  Hardware  and  Software:  Verify  that  hardware  and  software 
can  operate  after  exposure  to  radiation,  accept  information  from 
the  sensors,  and  operate  in  a  space  environment. 

o  Sensors  and  Detectors:  Verify  that  sensors  can  be  produced  in 

sufficient  quantities  and  can  operate  with  an  acceptable  degree  of 
reliability  in  the  different  types  of  environments  that  may  be 


encountered  after  deployment;  verify  the  ability  to  detect,  iden¬ 
tify,  and  track  targets. 


o  Spacecraft  Platfora:  Verify  that  the  platform  can  be  controlled  in 
space  and  that  all  components  can  be  integrated  on  the  platform. 

The  Demons t ra t i on/Vali da t ion  testing  activities  tor  the  GSTS  program  fall  into 
four  categories:  analyses,  simulations,  coaponent/asseably  tests,  and  flight 
tests.  The  tests  and  their  proposed  locations  are  provided  in  Table  S-l. 


NO- ACTION  ALTERNATIVE 

The  no-action  alternative  is  to  continue  vith  Concept  Exploration  activities 
without  progressing  to  the  Deaonstration/Validation  stage  at  this  tine. 


ENVIRONMENTAL  SETTING 

The  test  activities  of  the  GSTS  Demonstration/Validation  program  vould  be  car¬ 
ried  out  in  contractor  and  government  facilities  that  have  not  yet  been  ident¬ 
ified  and  at  four  government  facilities  that  have  been  selected:  Nevada  Test 
Site,  National  Test  Facility,  Vandenberg  Air  Force  Base/Vestern  Test  Range, 
and  U.S.  Army  Kvajalein  Atoll.  The  attributes  of  each  of  these  facilities  as 
they  relate  to  the  proposed  testing  activities  are  as  follovs: 

The  Nevada  Teat  Site  is  located  approximately  65  miles  northwest  of  Las  Vegas, 
Nevada.  The  main  function  of  the  site  is  underground  testing  of  nuclear 
devices. 

The  National  Test  Facility  will  be  constructed  at  Falcon  Air  Force  Station  in 
Colorado.  An  interim  facility  vill  be  operated  out  of  the  Consolidated  Space 
Operations  Center,  also  located  at  Falcon  Air  Force  Station,  until  construc¬ 
tion  is  complete. 

Vandenberg  Air  Force  Base/Vestern  Test  Range,  located  on  the  coast  of  Cali¬ 
fornia,  is  the  site  the  United  States  uses  to  test  launch  operational  land- 
based  intercontinental  ballistic  missiles.  Vandenberg  Air  Force  Base  launches 
between  14  and  20  Minuteman  missiles  per  year.  Preparation  for  launching 
takes  6  to  8  weeks,  although  the  actual  launch  takes  place  during  a  4-hour 
"launch  window."  Between  200  and  300  people  are  involved  during  the  launch, 
including  the  launch  agency  and  Western  Test  Range  personnel. 

The  Western  Test  Range  includes  a  broad  area  of  the  Pacific  Ocean  which  func¬ 
tions  as  a  test  area  for  space  and  missile  operations.  The  range  is  activated 
by  launches  60  to  70  times  each  year.  Only  that  portion  of  the  range  affected 
by  a  launch  is  actually  activated;  activation  consists  of  instructing  ships 
and  airplanes  to  stay  out  of  the  affected  area  and  either  sheltering  or 
evacuating  any  people  living  in  the  activated  area. 

The  U.S.  Army  Kvajalein  Atoll  is  located  on  Kvajalein  Atoll  within  the  Ralik 
Chain  in  the  Marshall  Islands,  east-southeast  of  Guam.  The  U.S.  Army 
Kvajalein  Atoll  has  facilities  on  11  of  the  approximately  100  islands  in  the 
atoll. 
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TABLE  S-l. 

DBKMSTRATIOII/VALIDATIOH  TESTING  FOB  THB 
OtOUND-BASED  SURVEILLANCE  AMD  TRACKING  SYSTEM 


TEST  ACTIVITIES 


Analyses 


TEST  TECHNIQUES 

Component/ 

Siaulation  Asscably 


Flight  LOCATIONS' 


Develop  and  test  soft¬ 
ware  that  interprets  sen¬ 
sor  data  to  detect  the 
presence  of  threat  objects; 
discriminate  between  ob¬ 
jects  with  the  purpose 
of  distinguishing  war¬ 
heads  from  decoys;  track 
a  number  of  threat  ob¬ 
jects;  correlate  data  from 
a  pair  of  GSTS  sensors 

Develop  architecture  of 
onboard  signal  processor 
for  large  volume  of  data 
processing 

Develop  and  test  hard¬ 
ened  circuitry,  focal 
plane  array  and  optical 
glass  with  ability  to 
withstand  nuclear  and 
space  environment 


Scene 

Generator 


Con  t  rac  tor /govern¬ 
ment  facility'2’ 


evil' 


Radiation 
and  Space 
Chambers 

Broad 

Spectrum 

Radiation 


Contractor/govern- 
ment  facility  ’ 


Contractor/govern- 
aent  facility'  ’ 


Nevada  Test  Site 


'  Adequate  facilities  exist  unless  otherwise  noted. 

<2’  Contractor  or  government  facility  has  not  been  selected;  when  selection 
occurs  the  need  for  supplemental  environmental  evaluation  of  these 
additions  to  the  Demons t ra t i on/Vali da t ion  program  will  be  determined  in 
conformance  with  Council  on  Environmental  Quality  and  DoD  regulations. 

Use  of  the  U.S.  Army  Kvajalein  Atoll  for  flight  testing  also  requires 
launching  of  both  dedicated  targets  and  targets  of  opportunity  from 
Vandenberg  Air  Force  Base  and  use  of  the  Western  Test  Range. 

Facility  construction  or  modification  required  (excluding  minor 
modification). 

Hardvare-in-the-loop.  Refers  to  tests  in  which  some  portion  of  GSTS 
hardvare  is  used  in  computer  simulation. 
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TABLE  S-l  (Continued). 

DEMONSTRATI ON /VALIDATION  TESTING  FOR  THE 
GROUND-BASED  SURVEILLANCE  AND  TRACKING  SYSTEM 


_ TEST  TECHNIQUES 

Component/ 

TEST  ACTIVITIES  Analyses  Sinulation  Assenbly  Flight  LOCATIONS1 1 1 


Develop  and  test  X 

sensor  vith  ability 
to  resolve  closely 
spaced  objects 


Deternine  the  nininun  X 

level  of  long-vave 
infrared  radiation  the 
detectors  can  discern 
against  background 
levels  of  radiation 

Deternine  effectiveness  X 

of  cryogenic  cooling 
system  through  opera¬ 
tional  period 


X 


Optical 

Chamber 

X 

Con  t  rac  tor /govern¬ 
ment  facility'  1 

X 

U.S.  Army  Kvajalein 
Atoll'41 

X 

Vandenberg  Air  Force 
Base/V|^tern  Test 
Range 

Scene 

Generator 

Contractor/govern- 
ment  facility  ’ 

Space 

Chamber 


Contractor/govern¬ 
ment  facility'  1 


(1>  Adequate  facilities  exist  unless  otherwise  noted. 

<2>  Contractor  or  government  facility  has  not  been  selected;  vhen  selection 
occurs  the  need  for  supplemental  environmental  evaluation  of  these 
additions  to  the  Deaonstration/Validatlon  program  vill  be  determined  in 
conformance  vith  Council  on  Environmental  Quality  and  DoD  regulations. 

m  Use  of  the  U.S.  Army  Kvajalein  Atoll  for  flight  testing  also  requires 
launching  of  both  dedicated  targets  and  targets  of  opportunity  from 
Vandenberg  Air  Force  Base  and  use  of  the  Western  Test  Range. 

<4>  Facility  construction  or  modification  required  (excluding  minor 
modification). 


Hardvare-in-the-loop;  refers  to  tests  in  vhich  some  portion  of  GSTS 
hardware  is  used  in  computer  simulation. 


TABLE  S-l  (Continued). 

DEMON STRATI ON/VALIDATI ON  TESTING  FOR  THE 
GROUND-BASED  SURVEILLANCE  AND  TRACKING  SYSTEM 


_ TEST  TECHNIQUES 

Component/ 

TEST  ACTIVITIES  Analyses  Simulation  Assembly  Flight  LOCATIONS1 11 


Determine  ability  of 
hardware  and  software 
to  detect  and  track 
targets 


Analyze  and  store  X  X 

flight  test  data 


X  Contractor/govern¬ 
ment  facility  ' 

X  U.S.  Army  Kvajalein 
Atoll'41 


X 


Vandenberg  Air 
Force  Base/Ve 
Test  Range'3 


stern 


National  Test 
Facility'4' 


<1)  Adequate  facilities  exist  unless  otherwise  noted. 

<3>  Contractor  or  government  facility  has  not  been  selected;  vhen  selection 
occurs  the  need  for  supplemental  environmental  evaluation  of  these 
additions  to  the  Demons t ra t i on/Vali da t ion  program  vill  be  determined  in 
conformance  with  Council  on  Environmental  Quality  and  DoD  regulations. 

<3>  Use  of  the  U.S.  Army  Kvajalein  Atoll  for  flight  testing  also  requires 
launching  of  both  dedicated  targets  and  targets  of  opportunity  from 
Vandenberg  Air  Force  Base  and  use  of  the  Vestern  Test  Range. 

<4>  Facility  construction  or  modification  required  (excluding  minor 
modification). 


<3> 


Hardvare-in-the-loop;  refers  to  tests  in  vhich  some  portion  of  GSTS 
hardvare  is  used  in  computer  simulation. 


Many  of  the  tests  for  the  GSTS  Demonstration/Validation  program  would  be  con¬ 
ducted  at  contractor  facilities.  These  contractors  would  be  selected  through 
the  DoD  procurement  process.  The  contractors  would  be  required  to  aeet  all 
Federal,  State,  and  local  environmental  laws  and  regulations  necessary  for 
facility  operations.  If  the  procurement  process  required  the  contractor  to 
use  Federal  funds  to  conduct  an  activity  with  a  potential  for  significant 
environmental  consequences,  an  environmental  analysis  of  the  consequences  of 
such  activities  would  also  be  required  of  the  contractor.  This  analysis  would 
be  utilized  by  DoD  in  completing  an  environmental  assessment  or  environmental 
Impact  statement,  as  appropriate. 

To  assess  the  potential  for  and  the  magnitude  of  impacts  from  Demonstration/ 
Validation  at  each  government  facility,  a  two-step  methodology  was  utilized. 
The  first  step  was  the  application  of  assessment  criteria  to  identify  activi¬ 
ties  with  no  potential  for  significant  environmental  consequences.  Activities 
were  deemed  to  present  no  potential  for  significant  environmental  consequences 
if  they  met  all  of  the  following  criteria  (i.e.,  all  "yes"  answers): 

1.  Are  the  facility  and  its  infrastructure  adequate  for  the  proposed 
activity  (i.e.,  can  the  tests  be  conducted  vithout  new  construc¬ 
tion,  excluding  minor  modifications?) 

2.  Is  current  staffing  at  the  facility  adequate  to  conduct  the  test, 
excluding  minor  staff  level  adjustments? 

3.  Does  the  facility  comply  with  existing  environmental  standards? 

4.  Are  the  resources  of  the  surrounding  community  adequate  to  accommo¬ 
date  the  proposed  testing? 

If  a  proposed  test  was  determined  to  present  a  potential  for  impact  (i.e.,  a 
"no"  answer  to  any  of  the  above  questions),  the  second  step  was  to  evaluate 
the  activity  in  the  context  of  the  following  environmental  considerations:  air 
quality,  water  quality,  biological  resources,  infrastructure,  hazardous  waste, 
land  use,  visual  resources,  cultural  resources,  noise,  and  socioeconomics.  As 
a  result  of  that  evaluation,  consequences  were  assigned  to  one  of  three  cate¬ 
gories:  insignificant,  mitigable,  or  potentially  significant. 

Environmental  consequences  were  determined  to  be  insignificant  if,  in  the 
judgment  of  the  analysts  or  as  concluded  in  existing  environmental  document¬ 
ation,  no  potential  for  significant  environmental  impacts  exists.  Conse¬ 
quences  were  deemed  mitigable  if  concerns  exist  but  it  was  determined  that  all 
potential  consequences  could  be  readily  mitigated  through  standard  procedures, 
or  by  measures  recommended  in  existing  environmental  documentation.  If 
serious  consequences  exist  that  could  not  be  readily  mitigated,  the  activity 
was  determined  to  represent  potentially  significant  environmental  impacts. 

The  environmental  consequences  of  GSTS  activities  at  the  Nevada  Test  Site 
would  be  insignificant.  The  tests  would  include  exposure  of  circuitry  to 
broad-spectrum  radiation  resulting  from  an  underground  nuclear  test  scheduled 
for  other  programs.  No  facility/infrastructure  modification  or  additional 


staff  would  be  required  as  a  consequence  of  GSTS  testing  and  the  facility  is 
in  compliance  with  environmental  standards. 

The  environmental  consequences  of  constructing  and  operating  the  National  Test 
Facility  at  Falcon  Air  Force  Station  are  deemed  to  be  aitigable.  The  conse¬ 
quences  have  been  analyzed  in  "National  Test  Facility  Environmental  Assess¬ 
ment,"  which  also  identifies  the  necessary  mitigation  measures.  The  National 
Test  Facility  would  employ  2,300  workers  in  a  new  facility.  Until  the 
facility  is  constructed,  workers  would  be  located  in  existing  facilities  at 
Falcon  Air  Force  Station.  Air  quality,  infrastructure,  and  land  use  impacts 
from  construction  and  operation  will  be  mitigable  through  the  use  of  standard 
control  and  conservation  practices.  No  significant  impacts  are  expected  on 
water  quality,  biological  resources,  hazardous  waste,  visual  and  cultural 
resources,  noise,  or  socioeconomics. 

Environmental  consequences  of  launching  targets  for  GSTS  from  Vandenberg  Air 
Force  Base/Vestern  Test  Range  are  expected  to  be  insignificant.  The  launching 
of  Minutenan  missiles  is  a  continuing  acceptable  use  and  represents  no  sig¬ 
nificant  impacts  to  air,  biological  or  other  environmental  resources.  How¬ 
ever,  overall  operations  at  Vandenberg  Air  Force  Base  are  contributing  to 
regional  overdrawing  of  the  aquifers  used  for  water  supply.  Continued 
regional  consumption  at  current  rates  could  cause  depletion  of  the  aquifers. 

The  use  of  the  Western  Test  Range  for  GSTS  activities  will  be  in  connection 
with  launches  from  Vandenberg  Air  Force  Base.  The  impacts  on  Western  Test 
Range  operation  from  GSTS  activities  are  deemed  insignificant. 

Environmental  consequences  at  the  U.S.  Army  Kwajalein  Atoll  may  be  signifi¬ 
cant.  Although  the  launch  vehicle  is  unknown,  it  is  anticipated  that  launch 
facilities  on  Heck  Island  could  be  either  constructed  or  modified  from 
existing  facilities.  This  construction  is  addressed  in  a  record  of  environ¬ 
mental  consideration  and  the  resulting  Categorical  Exclusion  #7.  Additional 
support  personnel  would  be  required,  which  in  turn  would  necessitate  new 
infrastructure  and  housing.  New  housing  requirements  have  been  identified  for 
Kwajalein  Island.  The  "Environmental  Assessment  for  Family  Housing  Dwellings, 
FY  1987-1989  Phases,  Kwajalein  Island,  Kwajalein  Missile  Range,  Kwajalein 
Atoll,  Marshall  Islands”  addresses  the  impacts  of  housing  construction  on 
jCvajalein  Island.  Those  impacts  were  deemed  mitigable  and  not  significant. 
Increased  infrastructure  requirements  would  be  met  with  the  following  planned 
construction:  expansion  of  the  power  plant  and  a  new  desalinization  facility 
on  Kwajalein  Island;  a  sewage  treatment  plant  and  a  water  storage  tank  on 
Roi-Namur  Island.  An  environmental  assessment  has  been  prepared  for  the 
construction  and  operation  of  the  expanded  power  plant.  The  environmental 
assessment  concluded  that  all  potential  impacts  are  mitigable  and  that  the 
action  does  not  constitute  a  major  Federal  action  vith  potential  for  signifi¬ 
cant  impacts  on  the  environment. 

Activities  associated  with  GSTS  Demonstration/Validation  at  U.S.  Army 
Kwajalein  Atoll  are  expected  to  result  in  an  increase  of  3.5  percent  over  the 
most  recent  available  population  figure  (2,432  persons  on  30  June  1986)  in 
staff  and  their  dependents  residing  at  the  facility.  The  total  population 
would  be  belov  the  highest  population  figure  of  nearly  6,000  people  in  1972. 
Such  an  increase  may  result  in  environmental  impacts.  Specific  areas  of 
consideration  are: 


Air  Quality:  The  1979  estimates  of  emissions  from  the  Kvajalein 
Island  power  plant  shoved  emissions  reaching  the  limits  of 
Environmental  Protection  Agency  standards  for  nitrogen  oxide.  The 
planned  power  plant  expansion  would  be  required  to  meet  emission 
limitations.  The  environmental  assessment  for  the  expanded  power 
plant  concluded  that  with  the  implementation  of  mitigation 
measures,  emissions  standards  would  be  met. 

Water  Quality:  Available  data  from  1976  indicated  that  water  qual¬ 
ity  was  being  degraded  as  a  result  of  toxic  metal  leaching  from  a 
waste  disposal  site  on  Kvajalein  Island  used  by  the  U.S.  Army 
Kvajalein  Atoll.  Subsequently,  a  wall  vas  constructed.  Although 
the  vail  vas  installed  on  the  ocean  side  of  the  landfill,  visual 
inspection  indicated  direct  seepage  to  the  ocean  vas  occurring  (5). 
The  source  of  the  leachate  vas  considered  to  be  vaste  oil  or  sewage 
tank  pumpage.  The  landfill  is  currently  used  only  for  disposal  of 
construction  materials  and  GSTS  activities  are  expected  to  continue 
the  use  of  this  landfill.  The  potential  change  in  rate  of  seepage 
as  a  result  of  disposal  of  construction  wastes  is  unknown.  Water 
quality  in  the  lagoon  may  be  degraded  by  the  dumping  of  untreated 
sewage  in  the  lagoon  of  Roi-Naour  Island.  A  planned  sewage  treat¬ 
ment  plant  on  Roi-Namur  Island  or  operational  mitigation  initiated 
by  the  U.S.  Army  Kvajalein  Atoll  Commander  are  expected  to  mitigate 
all  anticipated  impacts.  Indirect  water  quality  impacts  have  not 
been  evaluated  in  previous  documents. 

Biological  Resources:  Beaches  on  Roi-Namur  Island  have  been  judged 
suitable  for  nesting  of  the  endangered  Havksbill  Turtle  and  the 
threatened  Green  Sea  Turtle.  Launching  activities,  if  they  utilize 
Roi-Namur,  should  consider  possible  impacts  to  the  potential 
nesting  beaches.  If  coral  is  dredged  for  use  in  construction, 
degradation  of  the  marine  environment  could  result.  However,  the 
harvesting  can  be  accomplished  in  a  manner  that  will  ensure  that 
critical  habitats  of  marine  biota  are  not  degraded.  Indirect 
impacts  on  biological  resources  have  not  been  evaluated  in  previous 
documents. 

Infrastructure: 

Electricity  demands  associated  with  facility  population  staff 
increases  may  require  increased  power  plant  generating  capa¬ 
city.  A  concern  is  the  nitrogen  oxide  emission  vhich  is 
considered  mitigable. 

Solid  vaste  demands  associated  with  the  increase  in  facility 
population  would  be  accomodated  by  the  existing  vaste  disposal 
system. 

Sevage  treatment  demands  from  increased  facility  population 
may  result  in  a  slight  increase  in  sevage  treatment  require¬ 
ments  but  are  not  expected  to  exceed  capacity.  Sevage  treat¬ 
ment  demands  on  Roi-Namur  Island  are  anticipated  to  be  met  if 


the  planned  sevage  treataent  facility  is  constructed  or  if 
operational  aitigatlon  aeasures  are  intiated  by  the  U.S.  Army 
Kvajalein  Atoll  Coaaander. 

Vater  supply  deaands  would  be  increased  and  aitigatlon 
measures,  such  as  the  planned  desalinization  facility  on 
Kvajalein  Island  and  the  vater  storage  facility  on  Roi-Namur, 
are  anticipated  to  be  sufficient  to  prevent  degradation  of 
groundvater  resources. 

Transportation  deaands  nay  require  additional  ferry  service  to 
Kvajalein  Island  froa  Ebeye  for  increased  Marshallese  staff. 

o  Hazardous  Vaste:  Hazardous  waste  produced  is  not  expected  to 

significantly  iapact  the  treataent,  storage,  or  disposal  provisions 
provided  in  the  Hazardous  Vaste  Management  Plan. 

o  Socioeconomics:  The  economy  of  Ebeye  Island  relies  heavily  on  the 
people  residing  at  the  U.S.  Arny  Kvajalein  Atoll.  Because  of  this 
dependence,  virtually  any  change  in  facility  population  could 
potentially  have  beneficial  and  adverse  socioeconomic  consequences 
at  Ebeye  Island.  An  increase  of  approxiaately  87  persons  (3.5  per¬ 
cent)  associated  vith  GSTS  Deaonstration/Validation  activities  is 
expected,  for  a  period  of  2  years.  Such  an  increase  is  expected  to 
have  a  positive  direct  effect  on  the  Marshallese  economy  in  terms 
of  new  jobs,  which  should  be  complemented  by  the  Job  Corps  Program 
recently  implemented  by  the  U.S.  Army  Kvajalein  Atoll.  In  addi¬ 
tion,  the  U.S.  Army  Kvajalein  Atoll  currently  has  a  policy  limiting 
the  nuaber  of  Marshallese  employed  which  may  ainimize  the  influx  of 
people  to  Ebeye  Island.  Due  to  the  small  size  and  duration  of  the 
population  increase,  this  growth  in  employment  is  not  expected  to 
be  significant.  However,  there  nay  be  indirect  socioeconomic  con¬ 
sequences  of  increases  in  U.S.  Arny  Kvajalein  Atoll  population,  as 
a  result  of  Marshallese  migrating  froa  other  islands  to  Ebeye 
Island  in  response  to  reported  availabilty  of  relatively  high- 
paying  jobs.  The  consequences  of  increased  migration  could  be 
significant. 

No  significant  impacts  at  U.S.  Arny  Kvajalein  Atoll  are  anticipated  upon  land 
use,  visual  resources,  cultural  resources,  or  noise  because  the  proposed  tests 
are  similar  to  current  activities  that  have  no  significant  impacts  on  these 
resource  areas. 

In  recognition  of  the  need  to  avoid,  ainiaize,  and  aitigate  any  potential 
adverse  impacts  on  the  environment  of  the  Kvajalein  Atoll,  the  U.S.  Army  will 
prepare  a  coaprehensive  environmental  impact  statement  addressing  the 
continuing  operations  at  the  U.S.  Army  Kvajalein  Atoll,  vhich  include  the 
proposed  Deaonstration/Validation  activities.  The  environaental  iapact  state¬ 
ment  vill  address  the  environaental  concerns  recognized  in  this  Environmental 
Assessment  and  vill  identify  appropriate  mitigations. 

If  the  no-action  alternative  is  selected,  no  significant  environmental  impacts 
are  anticipated  as  current  Concept  Exploration  activities  would  continue  vith 
utilization  of  current  staffing  and  facilities. 


IRREVERSIBLE  AND  IRRETRIEVABLE  COMMITNENTS  07  RESOURCES 

Development  of  the  GSTS  through  the  Deaonstration/Validation  stage  would 
result  in  irreversible  and  irretrievable  commitment  of  resources  such  as 
electronic  components,  various  eetallic  and  nonaetallic  structural  eaterials, 
fuel,  and  labor.  This  coaaitaent  of  resources  is  not  different  froe  those 
necessary  for  aany  other  aerospace  research  and  development  prograas;  it  is 
siailar  to  the  activities  that  have  been  carried  out  in  previous  aerospace 
prograas  over  the  past  several  years. 
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1.  DESCRIPTION  OP  PROPOSED  ACTION  AND  ALTERNATIVES 


The  National  Environmental  Policy  Act,  the  Council  on  Environmental  Quality 
regulations  implementing  the  Act  (40  CFR  1300-1508),  and  the  Department  of 
Defense  (DoD)  Directive  6050.1  vhich  supplements  these  regulations,  direct 
that  DoD  officials  take  into  account  environmental  consequences  vhen  author¬ 
ising  or  approving  major  Pederal  actions  in  the  United  States.  Accordingly, 
this  Environmental  Assessment  analyzes  the  potential  environmental  conse¬ 
quences  of  a  proposed  transition  from  Concept  Exploration  to  Demonstration/ 
Validation  of  the  Ground-based  Surveillance  and  Tracking  System  (GSTS),  one  of 
the  technologies  being  considered  in  the  Strategic  Defense  Initiative  program. 
The  tests  and  evaluations  associated  vith  Demonstration/Validation  vill  be  in 
accordance  vith  the  Antiballistic  Missile  Treaty  and  are  currently  structured 
to  conform  to  the  restrictive  interpretation  of  the  Treaty.  The  decision  to 
proceed  to  Demonstration/Validation  for  GSTS  vould  not  preclude  other 
technologies,  nor  vould  it  mandate  the  eventual  Full-Scale  Development  or 
Production/Deployment  of  GSTS. 

The  approach  folloved  to  complete  this  assessment  is  presented  in  Figure  1-1. 
This  section  describes  the  test  and  evaluation  activities  that  vould  be 
completed  for  GSTS  and  identifies  the  contractor  and  government  facilities 
vhere  the  activities  vould  be  carried  out.  Section  2  characterizes  those 
facilities  and  the  surrounding  communities  and  Section  3  assesses  the  potent¬ 
ial  environmental  consequences  of  the  activities. 

Demonstration/Validation  of  the  GSTS  technology  vould  consist  of  a  number  of 
tests.  Descriptions  of  these  tests  vere  developed  from  documentation 
describing  the  GSTS  Demonstration/Validation  program  and  interviews  vith 
program  personnel  vho  developed  the  documentation.  Section  1.3  describes  the 
types  of  tests  and  their  locations.  Also,  vhere  possible,  other  factors 
related  to  the  test  such  as  vork  force  or  hazardous  materials  requirements, 
have  been  described. 

The  remainder  of  this  section  briefly  describes  the  background  of  the 
Strategic  Defense  Initiative  program,  the  purpose  of  and  need  for  the  GSTS 
technology,  the  proposed  action,  and  the  no-action  alternative. 


1.1  BACKGROUND 

The  President's  announcement  of  a  Strategic  Defense  Initiative  on  March  23, 
1983,  initiated  an  extensive  research  program  to  determine  the  feasibility  of 
developing  an  effective  ballistic  missile  defense  system  to  protect  the  United 
States  and  its  allies  from  enemy  missile  attack.  The  Strategic  Defense 
Initiative  Organization  vas  established  to  plan,  organize,  coordinate,  direct, 
and  enhance  the  research  and  testing  of  technologies  applicable  to  strategic 
defense.  Future  implementation  of  a  Strategic  Defense  System  vould  be  based 
on  the  Strategic  Defense  Initiative  research  program. 


GENERAL  APPROACH  TO  COMPLETE  ENVIRONMENTAL  ASSESSMENT 


1.1.1  Classes  of  Architecture 


The  Strategic  Defense  Initiative  has  produced  several  candidate  architecture 
options  and  has  promoted  advanced  technology  concepts  to  support  these 
architectures.  The  tera  "architecture"  refers  to  the  function  and  inter¬ 
relationship  of  individual  elements  or  subsystems  vithin  a  possible  system. 
To  date,  three  classes  of  possible  architecture  have  been  defined  (39): 

o  Combined  space-based  and  ground-based  sensors  and  weapons  to 
counter  long-range  ballistic  missiles 

o  Ground-based  weapons  to  counter  long-range  ballistic  missiles 

o  Airborne  sensors  and  ground-based  weapons  to  counter  shorter-range 
tactical  ballistic  missiles. 

The  combined  space-  and  ground-based  architecture  would  employ  a  series  of 
satellites  to  sense,  track,  and  destroy  the  threatening  missiles  and  reentry 
vehicles  (i.e.,  warheads)  in  the  boost,  post-boost,  or  nidcourse  phase  of 
their  trajectory.  A  ground-based  system,  which  would  back  up  the  satellites, 
would  intercept  warheads  in  the  latter  part  of  their  flight.  Early  evolving 
systems  for  both  space-  and  ground-based  architectures  would  use  kinetic- 
energy  weapons;  later  systems  may  use  directed-energy  weapons  (lasers  or  part¬ 
icle  beams). 

As  currently  envisioned,  the  ground-based  architecture  could  meet  an  offensive 
missile  in  the  midcourse  and  reentry  phases,  although  boost-phase  intercept 
capability  (by  use  of  ground-based  directed-energy  weapons)  is  currently  being 
investigated.  A  series  of  satellites  would  provide  early  warning,  and  ground- 
based  intercept  vehicles  would  then  destroy  the  incoming  warhead. 

The  third  architecture  would  use  airborne  sensors  to  track  shorter-range  tac¬ 
tical  ballistic  missiles  and  ground-based  weapons  for  target  destruction.  The 
shorter  flight  times  of  tactical  ballistic  missiles  would  require  fast 
identification,  tracking,  discrimination,  and  reaction,  which  in  turn  would 
require  greater  sensor  sensitivity  and  faster  data  processing. 

Many  technologies  currently  are  being  investigated  to  support  the  three  archi¬ 
tectures  described  above.  Among  the  technologies  being  considered  for 
Demonstration/Validation  are  space-based  technologies: 

o  Boost  Surveillance  and  Tracking  System  (BSTS) 
o  Space-based  Surveillance  and  Tracking  System  (SSTS) 

o  Space-Based  Interceptor  (SBI) 

and  ground-based  technologies: 

o  Exoatmospheric  Reentry  Vehicle  Interception  System  (ERIS) 
o  Ground-based  Surveillance  and  Tracking  System  (GSTS) 

o  Battle  Management /Command  and  Control,  and  Communications  (BM/C3). 
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Aaong  the  ground-based  technologies,  GSTS  vould  involve  launching  aissiles 
into  a  ballistic  trajectory  to  provide  search,  acquisition,  tracking,  and 
discriaination  inforaation  on  potentially  hostile  ballistic  aissiles.  If 
deployed,  the  GSTS  vould  consist  of  a  platform  that  contains  a  sensor,  general 
processor,  guidance  and  control  subsystem,  and  a  communications  subsystem. 
The  sensor  vould  be  coa posed  of  a  telescope  vhich  focuses  incoming  electro¬ 
magnetic  radiation  on  a  focal  plane  assembly  composed  of  aany  thousands  of 
detectors.  The  detectors  vould  send  electrical  signals  to  a  signal  processor 
vhich  vould  convert  signals  into  a  format  suitable  for  the  general  processor. 
The  sensor  vould  be  surrounded  by  a  cryogenic  cooling  system  to  maintain  the 
required  operating  temperature  range. 

The  guidance  and  control  subsystem  vould  include  an  inertial  measurement  unit 
vhich  senses  change  in  the  state  of  the  platform,  a  navigation  computer,  and 
an  attitude  control  system  that  changes  or  corrects  the  orientation  of  the 
sensor  and  its  platform.  The  general  processor  vould  contain  softvare  for 
object  identification,  discrimination  betveen  objects,  threat  identification, 
and  tracking  of  multiple  objects.  The  general  processor  vould  also  control 
the  sensor  assembly,  the  guidance  and  control  subsystem,  and  the 
coaauni cat ions  subsystems.  Since  the  operational  life  of  this  suborbital 
device  vould  be  *hort,  a  minimal  attitude  control  system  vould  be  required  and 
the  needed  pover  vould  be  provided  by  an  energy  storage  device. 

This  Environmental  Assessment  addresses  the  GSTS  technology.  Separate 
Environmental  Assessments  have  been  prepared  for  the  other  technologies  being 
considered  for  Demonstration/Validation.  The  potential  cumulative  environ¬ 
mental  effects  of  testing  several  technologies  at  the  same  facility  are 
addressed  in  the  Strategic  Defense  Initiative  Demonstration/Validation  Program 
Environmental  Assessments  Summary. 

A  decision  vill  be  made  as  to  vhether  the  GSTS  technology  is  ready  to  proceed 
to  Demonstration/Validation  based  on  examination  of  costs,  schedule,  readiness 
objectives,  affordability,  initial  operational  capability,  conceptual 
soundness,  and  environmental  consequences. 

1.1.2  Stages  of  Strategic  Defense  Initiative  Development 

DoD  Directive  5000.1  calls  for  a  staged  approach  to  the  DoD  acquisition  pro¬ 
cess.  In  keeping  vith  that  mandate,  DoD's  major  system  acquisition  process 
consists  of  four  distinct  stages:  Concept  Exploration,  Demonstration/ 
Validation,  Full-Scale  Development,  and  Production/Deployment.  These  four 
stages  are  separated  by  three  major  decision  points  (Hilestones  I,  II,  and 
III).  Prior  to  Milestone  I,  the  Defense  Acquisition  Board  vill  review  the 
results  of  Concept  Exploration  and  decide  vhether  the  subject  technology  vill 
be  carried  forvard  into  Demonstration/Validation  or  remain  in  the  Concept 
Exploration  stage.  The  GSTS  Strategic  Defense  Initiative  technology  is 
approaching  the  end  of  Concept  Exploration  and  preparing  for  Demonstration/ 
Validation. 

In  Demonstration/Validation,  the  GSTS  technology  is  tested  to  demonstrate  its 
ability  to  perform  the  task.  The  Demonstration/Validation  stage  for  GSTS 
includes  the  following  test  techniques: 


1.  Analyses:  Examining  and  evaluating  data  to  define  or  refine  the 
current  knowledge  of  a  technology 

2.  Simulations:  The  use  of  softvare  aodels  representing  both  the  test 
article  and  the  environment  to  determine  perforaance  abilities 

3.  Component /Assembly  Tests:  Demonstrating  performance  of  components 
and  assemblies  under  simulated  conditions  such  as  space  or  battle 
environments 

4.  Flight  Tests:  The  use  of  flight-qualified  devices  and  assemblies 
in  real  flight  environments  to  verify  performance. 

Some  GSTS  Demons t ra t i on/Vali da t ion  activities  may  require  modifications  or 
additions  to  existing  government  facilities.  Should  this  occur,  the  need  for 
supplemental  environmental  evaluation  would  be  determined  in  conformance  with 
Council  on  Environmental  Quality  and  DoD  regulations. 


1.2  PURPOSE  AND  NEED 

The  purpose  of  the  Demonstration/Validation  program  for  GSTS  is  to  determine 
the  ability  of  the  technology  to  perform  its  intended  function,  and  to  provide 
the  information  necessary  to  make  an  informed  decision  whether  to  proceed  with 
Full-Scale  Development.  These  activities  are  the  first  steps  needed  to 
support  a  decision  to  develop,  produce,  and  deploy  the  GSTS  technology,  which 
is  integral  to  an  effective  strategic  defense. 

The  function  of  GSTS  would  be  to  provide  search,  acquisition,  tracking,  dis¬ 
crimination,  and  transfer  of  sensor  data  concerning  potentially  hostile  ball¬ 
istic  missile  targets  to  BM/C3  (Figure  1-2).  GSTS  sensor  data  would  be  pro¬ 
cessed  by  a  combination  of  onboard  signal  and  data  processors  and  ground-based 
data  processors.  Data  from  the  GSTS  ground  equipment  would  be  transmitted  to 
the  BH/C3  network  for  dissemination  to  other  Strategic  Defense  System  ele¬ 
ments.  The  GSTS  would  provide  a  necessary  element  of  one  alternative  archi¬ 
tecture  of  the  proposed  Strategic  Defense  System. 


1.3  PROPOSED  ACTION 

The  proposed  action  is  the  Demonstration/Validation  program  for  the  GSTS 
technology.  This  program  would  demonstrate  whether  the  system  can  meet  its 
specific  performance  requirements  and  would  provide  the  information  necessary 
for  the  Defense  Acquisition  Board  to  recommend  a  Milestone  II  decision  to 
proceed  into  Full-Scale  Development. 

Deaonstration/Validation  of  GSTS  would  require  fabrication  and  ground  testing 
of  the  sensor,  general  processor,  guidance  and  control  subsystem,  and  communi¬ 
cation  subsystem  components  and  assemblies.  It  would  also  include  launching 
two  sensor-equipped  boosters  into  a  ballistic  trajectory  to  test  the  search, 
acquisition,  tracking,  and  discrimination  performance  against  a  target. 


FUNCTIONAL  CONCEPT  OF 

GROUND-BASED  SURVEILLANCE  AND  TRACKING  SYSTEM 


To  date,  Concept  Exploration  activities  for  the  GSTS  technology  have  included 
significant  efforts  in  software  development  for  discrimination  between  objects 
and  in  developing  components  and  subassemblies  of  the  sensor.  Demonstration/ 
Validation  testing  is  needed  to  resolve  the  following  technical  issues: 

o  Sensor:  Determine  resolution  limits  and  accuracy  of  angle  measure¬ 
ment;  verify  that  off-axis  sources  can  be  rejected  by  baffle 
assembly. 

o  Detector:  Increase  the  production  yields  in  the  manufacture  of 
detectors. 

o  Focal  Plane  Assembly:  Develop  manufacturing  techniques  to  accu¬ 
rately  produce  focal  plane  assembly. 

o  Signal  Processor:  Increase  speed  of  data  processing  and  communi¬ 
cation;  design  for  survivability  in  a  nuclear  environment. 

o  Temperature  Controller:  Verify  cooling  capabilities  during  the 

anticipated  operational  lifetime  and  environment. 


The  Demonstration/Validation  testing  activities  for  the  GSTS  program  are 
divided  into  analyses,  simulations,  component/assembly  tests,  and  flight 
tests.  Each  of  these  categories  and  the  subcategories  specific  to  GSTS  are 
described  in  greater  detail  in  Appendix  A.  The  GSTS  test  activities  and  their 
locations  are  summarized  in  Table  1-1.  The  following  paragraphs  provide 
additional  descriptions  of  the  test  activities  where  such  descriptions  are 
appropriate.  Figure  1-3  presents  the  locations  of  the  test  facilities. 

1.3.1  Analyses 

Analyses  would  be  performed  for  12  test  activities  within  the  GSTS  program  as 
described  in  Table  1-1.  All  analyses  would  take  place  at  a  contractor 
facility  or  facilities  that  have  not  yet  been  identified.  The  analyses  and 
storage  of  flight  test  data  at  the  completion  of  flight  testing  would  include 
storing  the  data  and  analysis  results  for  further  refinement  of  GSTS. 

1.3.2  Simulations 

Simulations  create  a  digital  representation  of  the  physical  world  using 
specially  developed  computer  software.  Each  simulation  assigns  a  specific 
value  to  all  physical  parameters  in  the  simulated  system;  these  values  are 
changed  in  subsequent  simulations  to  determine:  (1)  how  each  parameter  affects 
the  simulated  system,  and  (2)  the  optimal  value  for  each  parameter  for  maximum 
system  efficiency.  All  exercises  using  computer  models  vould  be  conducted  at 
contractor  or  government  facilities  that  have  not  been  selected.  GSTS  flight 
test  data  vould  be  used  for  simulations  at  the  National  Test  Facility  to 
analyze  the  results  of  one  flight  test  and  to  initiate  improvements  in  the 
succeeding  tests. 
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TABLE  1-1. 

DENONSTRATIOH/VALIDATION  TESTING  FOR  THE 
OtOUND-BASED  SURVEILLANCE  AND  TRACKING  SYSTEM 


TEST  ACTIVITIES 


_ TEST  TECHNIQUES 

Component/ 

Analyses  Simulation  Assembly 


Develop  and  test  soft¬ 
ware  that  Interpret  sen¬ 
sor  data  to  detect  the 
presence  of  threat  objects; 
discriminate  between  ob¬ 
jects  with  the  purpose 
of  distinguishing  war¬ 
heads  from  decoys;  track 
a  number  of  threat  ob¬ 
jects;  correlate  data  from 
a  pair  of  GSTS  sensors 

Develop  architecture  of 
onboard  signal  processor 
for  large  volume  of  data 
processing 

Develop  and  test  hard¬ 
ened  circuitry,  focal 
plane  array  and  optical 
glass  with  ability  to 
withstand  nuclear  and 
space  environment 


Scene 

Generator 


Flight  LOCATIONS1 


Con tractor /govern¬ 
ment  facility12 1 


Radiation 
and  Space 
Chambers 

Broad 

Spectrum 

Radiation 


Contractor/govern- 
ment  facility  ’ 


Contractor/gjvern- 
ment  facility121 


Nevada  Test  Site 


Adequate  facilities  exist  unless  otherwise  noted. 

Contractor  or  government  facility  has  not  been  selected;  when  selection 
occurs  the  need  for  supplemental  environmental  evaluation  of  these 
additions  to  the  Demonstration/Validation  program  will  be  determined  in 
conformance  with  Council  on  Environmental  Quality  and  DoD  regulations. 

Use  of  the  U.S.  Army  Kvajalein  Atoll  for  flight  testing  also  requires 
launching  of  both  dedicated  targets  and  targets  of  opportunity  from 
Vandenberg  Air  Force  Base  and  use  of  the  Western  Test  Range. 

Facility  construction  or  modification  required  (excluding  minor 
modification). 

Hardvare-in-the-loop.  Refers  to  tests  in  vhich  some  portion  of  GSTS 
hardware  is  used  in  computer  simulation. 


TABLE  1-1  (Continued). 

DEMONSTRATI ON /VALIDATION  TESTING  FOR  THE 
GROUND-BASED  SURVEILLANCE  AND  TRACKING  SYSTEM 


_ TEST  TECHNIQUES 

Component/ 

TEST  ACTIVITIES  Analyses  Simulation  Assembly  Flight  LOCATIONS* 1 1 


Develop  and  test  X 

Sensor  vith  ability 
to  resolve  closely 
spaced  objects 


Determine  the  minimum  X 

level  of  long-wave 
infrared  radiation  the 
detectors  can  discern 
against  background 
levels  of  radiation 

Determine  effectiveness  X 

of  cryogenic  cooling 
system  through  opera¬ 
tional  period 


X 


Optical 

Chamber 


X  Contractor/govern- 

ment  facility'  1 

X  U.S.  Army  Kvajalein 

Atoll'41 


X  Vandenberg  Air  Force 
Base/Vestern  Test 
Range '  1 


Scene 

Generator 


Con tractor /govern¬ 
ment  facility  1 


Space 

Chamber 


Con tractor /govern¬ 
ment  facility  ’ 


' 1 1  Adequate  facilities  exist  unless  otherwise  noted. 

<2>  Contractor  or  government  facility  has  not  been  selected;  vhen  selection 
occurs  the  need  for  supplemental  environmental  evaluation  of  these 
additions  to  the  Demonstration/Validation  program  will  be  determined  in 
conformance  vith  Council  on  Environmental  Quality  and  DoD  regulations. 

<3>  Use  of  the  U.S.  Army  Kvajalein  Atoll  for  flight  testing  also  requires 
launching  of  both  dedicated  targets  and  targets  of  opportunity  from 
Vandenberg  Air  Force  Base  and  use  of  the  Western  Test  Range. 

<4>  Facility  construction  or  modification  required  (excluding  minor 
modification). 

<5(  Hardvare-in-the-loop;  refers  to  tests  in  vhich  some  portion  of  GSTS 
hardware  is  used  in  computer  simulation. 


TABLE  1-1  (Continued). 

DB40NSTRATI ON/VALIDATION  TESTING  FOR  THE 
GROUND-BASED  SURVEILLANCE  AND  TRACKING  SYSTEM 


_ TEST  TECHNIQUES 

Component/ 

TEST  ACTIVITIES  Analyses  Sieulation  Assenbly  Plight  LOCATIONS* 11 


Determine  ability  of 
hardware  and  softvare 
to  detect  and  track 
targets 


Analyze  and  store  X  X 

flight  test  data 


X  Contractor/govern- 
eent  facility*  1 

X  U.S.  Arey 

Kvajalein  Atoll* 4  1 

X  Vandenberg  Air 

Force  Base/Vestern 
Tes  t  Range ' 1 

National  Test 
Facility'4’ 


*1’  Adequate  facilities  exist  unless  otherwise  noted. 

<3>  Contractor  or  government  facility  has  not  been  selected;  when  selection 
occurs  the  need  for  supplemental  environmental  evaluation  of  these 
additions  to  the  Demonstration/Validation  program  will  be  determined  in 
conformance  with  Council  on  Environmental  Quality  and  DoD  regulations. 

m  Use  of  the  U.S.  Army  Kvajalein  Atoll  for  flight  testing  also  requires 
launching  of  both  dedicated  targets  and  targets  of  opportunity  froa 
Vandenberg  Air  Force  Base  and  use  of  the  Western  Test  Range. 

<4>  Facility  construction  or  modification  required  (excluding  einor 
modification). 

(5>  Hardvare-in-the-loop;  refers  to  tests  in  which  some  portion  of  GSTS 
hardware  is  used  in  computer  simulation. 
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GROUND  BASED  SURVEILLANCE  AND  TRACKING  SYSTEM 
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1.3.3  Campommm  t/Aammm My  Testa 

The  objective  of  component /asseably  testing  is  to  control  soee  particular 
aspect  of  the  physical  environaent  surrounding  a  hardware  component  being 
developed.  During  the  test,  data  are  collected  on  the  environaent  and  the 
performance  of  the  hardware  component  being  tested.  A  chamber  generally 
represents  the  environaent;  the  hardware  component  is  subjected  to  the 
environaent  and  the  response  of  the  hardware  is  recorded  and  analyzed  for 
future  modifications. 

An  optical  chasber  would  be  used  to  develop  a  sensor  with  the  ability  to 
resolve  closely  spaced  objects.  Once  the  sensor  has  been  developed,  several 
subsequent  tests  that  involve  the  sensor  would  use  a  scene  generator  with 
versatility  to  provide  high-fidelity  radioeetric  targets,  realistic  object 
notion,  and  a  large  nuaber  of  objects  and  sieulated  environments.  These  tests 
would  take  place  at  a  government-provided  sensor  test  chaaber  that  has  not  yet 
been  identified. 

A  aethod  of  hardening  (designing  an  assembly  to  function  in  a  nuclear  envir¬ 
onaent)  would  most  likely  be  developed  in  a  contractor  facility.  To  determine 
the  success  of  the  hardening  design,  the  circuitry,  focal  plane  assembly ,  and 
glass  material  of  the  objects  vould  be  exposed  to  the  broad-spectrum  radiation 
effects  during  an  underground  test  of  a  nuclear  device  scheduled  for  other 
programs  at  the  Nevada  Test  Site. 

The  circuitry,  focal  plane  assembly,  glass  material  of  the  optics,  and  cryo¬ 
genic  cooling  system  vould  be  tested  in  a  space  chamber  at  a  contractor  or 
government  facility  that  has  not  yet  been  identified. 

1.3. A  Flight  Tests 

Flight  tests  are  conducted  vithin  a  missile  range  that  generally  consists  of  a 
launch  area  with  launch  pads  or  silos,  associated  control  and  support  facili¬ 
ties,  a  safety  area  around  the  launch  area,  and  a  controlled  land/sea/air  area 
for  flight  and  impact. 

Flight  testing  for  the  GSTS  Demonstration/Validation  includes  two  options. 
The  first  option  vould  involve  a  total  of  three  launches:  two  launches  of 
single  GSTS  vehicles  and  one  test  of  two  GSTS  vehicles  launched  simultane¬ 
ously.  The  second  option  vould  involve  up  to  six  additional  launches  (65). 
Paired  launches  of  the  GSTS  vehicle  vould  occur  from  the  U.S.  Army  Kvajalein 
Atoll.  Test  targets  vould  include  targets  of  opportunity  and  dedicated  tar¬ 
gets  launched  from  Vandenberg  Air  Force  Base  aimed  for  the  vicinity  of  U.S. 
Army  Kvajalein  Atoll.  The  targets  vould  consist  of  single  and  multiple 

reentry  vehicles,  some  with  penetration  aids  including  balloons  or  warhead 
replicas. 

Western  Test  Bangs  personnel  vould  be  requested  to  recover  the  GSTS  sensor  at 
the  end  of  the  test.  Shipborne  trackers,  recovery  units,  and  chase  planes 
vould  be  required. 
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2.  ENVIRONMENTAL  SETTING 


The  test  activities  of  the  GSTS  Demonstration/Validation  program  and  the 
facilities  vhere  they  vould  be  conducted  are  identified  in  Table  1-1.  The 
tests  vould  be  conducted  at  contractor  and  government  facilities  that  have  not 
yet  been  identified.  Tests  vould  also  be  conducted  at  government  facilities 
at  the  Nevada  Test  Site,  National  Test  Facility,  Vandenberg  Air  Force 
Base/Vestern  Test  Range,  and  U.S.  Army  Kvajalein  Atoll.  This  section 
describes  the  environmental  setting  of  each  government  facility  in  terms  of 
physical  and  operational  characteristics,  permit  status,  and  previous 
environmental  documentation.  Specific  physical  characteristics  include 
facility  size,  base  and  test  facilities,  and  environmental  conditions. 
Operational  characteristics  include  the  socioeconomic  parameters  of  staffing, 
payroll,  and  housing,  and  the  infrastructure  characteristics  of  electricity, 
solid  vaste,  sevage  treatment,  transportation,  and  vater  supply. 

Permits  described  are  those  that  relate  to  air  quality,  vater  quality,  and 
hazardous  vaste.  Previous  environmental  documentation  includes  environmental 
compliance  plans,  base  master  plans,  environmental  assessments,  and  environ¬ 
mental  impact  statements.  The  socioeconomic  characteristics  of  the  counties 
and  communities  surrounding  the  facility  are  also  presented. 

The  data  for  each  planned  test  facility  are  presented  in  tables  and  figures. 
The  level  of  detail  in  these  tables  reflects  the  availability  of  pertinent 
program  and  facility  information. 

Many  of  the  tests  for  the  GSTS  Demonstration/Validation  program  vould  be  com¬ 
pleted  at  contractor  facilities  that  have  not  been  identified.  The  contrac¬ 
tors  vould  be  selected  through  the  DoD  procurement  process,  and  vould  be 
required  to  meet  all  Federal,  State,  and  local  environmental  lavs  and  regu¬ 
lations  necessary  for  facility  operations. 

Some  of  the  tests  vould  be  conducted  at  government  facilities  that  have  not 
yet  been  selected.  Vhen  selection  occurs,  the  need  for  supplemental  environ¬ 
mental  evaluation  of  these  additions  to  the  Demons t ra t i on/Vali da t ion  program 
vould  be  determined  in  conformance  vith  the  Council  on  Environmental  Quality 
and  DoD  regulations. 

The  methodology  used  in  developing  the  descriptions  of  the  government  facili¬ 
ties  that  vould  be  used  in  the  program  involved  identifying  and  acquiring 
available  literature,  such  as  environmental  assessments,  environmental  impact 
statements,  and  base  master  plans.  The  literature  vas  revieved  and  data  gaps 
(i.e.,  questions  that  could  not  be  ansvered  from  the  literature)  vere 
identified.  To  fill  the  data  gaps,  facility  personnel  vere  intervieved  by 
telephone.  Vhere  this  report  utilizes  information  collected  through  telephone 
intervievs,  appropriate  references  are  presented  in  the  List  of  References, 
Section  6;  primary  contacts  for  each  facility  are  listed  in  Section  5.  The 
folloving  subsections  describe  the  environmental  setting  of  each  of  the 
government  facilities  vhere  Deaonstration/Validation  activities  are  planned. 


Ten  areas  of  environmental  consideration  are  addressed:  (1)  air  quality;  (2) 
water  quality;  (3)  biological  resources;  (4)  infrastructure:  electricity, 
solid  waste,  sewage  treataent,  water  supply,  transportation;  (5)  hazardous 
waste;  (6)  land  use;  (7)  visual  resources;  (8)  cultural  resources;  (9)  noise; 
and  (10)  socioeconoaics. 

Several  of  the  resource  areas,  specifically  air  and  water  quality,  are 
regulated  by  federally  mandated  standards,  the  treataent,  storage,  and  dis¬ 
posal  of  hazardous  wastes  are  also  regulated  by  Federal  standards.  Vhere 
federally  mandated  standards  do  not  exist,  qualitative  evaluations  were  Bade, 
a  discussion  of  each  resource  area  is  provided  belov. 

Air  Quality 

Air  quality  concerns  at  each  facility  were  evaluated  in  terns  of  the  National 
Ambient  Air  Quality  Standards  and  the  location  of  the  facility  in  an 
attainment  or  nonattainment  area.  For  existing  air  emissions  sources,  the 
facility  was  evaluated  for  the  emissions  standards  contained  in  the  associated 
State  Implementation  Plan.  Possible  air  emissions  sources,  such  as  expansion 
of  facilities  and  new  construction,  were  evaluated  using  the  New  Source  Review 
requirements. 

Veter  Quality 

Vater  quality  concerns  at  each  location  were  identified  and  the  facility's 
record  of  compliance  with  permits  is  presented. 

Biological  Resources 

The  Endangered  Species  Act  protects  plants  and  animals  threatened  with 
extinction.  A  review  of  the  environmental  documentation  of  the  geographic 
area  surrounding  the  facility  was  conducted  to  determine  the  documented 
presence  of  threatened  and  endangered  species. 

Infrastructure 

Electricity,  solid  vaste,  sevage  treatment,  vater  supply,  and  transportation, 
are  infrastructure  requirements  that  ultimately  limit  the  capacity  for  growth. 
Capacity  and  current  demand  are  described  for  each  facility. 

Hazardous  Vaste 

The  Resource  Conservation  Recovery  Act  regulates  hov  a  facility  can  dispose  of 
its  hazardous  waste.  The  record  of  compliance  was  revieved  to  determine  the 
facility's  capability  to  handle  any  additional  wastes  and  to  determine  any 
potential  disposal  problems. 

Land  Use 

Base  master  plans,  environmental  management  plans,  and  other  documentation 
were  revieved  to  determine  any  current  conflicts  between  the  facility  and 
local  standards,  and  to  evaluate  the  probability  of  conflict  resulting  from 
any  planned  expansions. 
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Visual  Besourccs 


Existing  environaental  documentation  was  reviewed  to  deteraine  if  aesthetic 
concerns  were  an  issue  at  any  of  the  facilities. 

Cultural  Resources 

Existing  environaental  docuaentation  was  reviewed  to  deteraine  if  any 
significant  cultural  resources  in  proxiaity  to  the  facilities  would  be 
affected  by  test  activities. 

Noise 

Existing  environaental  docuaentation  was  reviewed  to  deteraine  if  noise 
concerns  were  an  issue  at  any  of  the  facilities. 

Socioeconoaics 

Key  socioeconoaic  indicators  (population,  housing,  eaployaent,  and  incone 
data)  for  the  supporting  region  of  each  facility  were  exaained  to  evaluate  the 
potential  consequences  of  increased  population,  expenditures,  and  eaployaent. 


2.1  NEVADA  TEST  SITE 

The  Nevada  Test  Site  is  located  adjacent  to  the  Nellis  Air  Force  Range 
approxiaately  65  niles  northwest  of  Las  Vegas  in  southeastern  Nye  County, 
Nevada  (62)  (Figure  2-1).  The  Nevada  Test  Site,  864,000  acres  in  size, 
operates  facilities  for  underground  testing  of  nuclear  devices  and  weapons 
testing.  Exposure  of  aaterials  and  coaponents  to  nuclear  radiation  is  often 
an  integral  part  of  a  nuclear  test.  A  description  of  the  facility  and  its 
environaent  is  presented  in  Table  2-1. 

For  purposes  of  socioeconoaic  assessaent,  the  supporting  region  for  the  Nevada 
Test  Site  is  defined  as  Nye  County,  where  the  facility  itself  is  located,  as 
well  as  Clark  County  and  its  aain  population  center,  Las  Vegas,  located  to  the 
southeast.  Selected  socioeconoaic  data  for  these  areas  are  presented  in  Table 
2-2. 


Based  on  available  data,  the  Nevada  Test  Site  is  in  coapliance  with  Federal 
standards  for  air  quality,  water  quality,  and  hazardous  waste  (40,  63). 
Environaental  docuaentation  has  been  prepared  for  the  Nevada  Test  Site  (Final 
Environaental  Iapact  Statement,  ERDA-155,  Septeaber  1977)  (9). 


2.2  NATIONAL  TEST  FACILITY 

The  National  Test  Facility  will  be  constructed  at  Falcon  Air  Force  Station 
(45).  An  interia  facility  will  be  operated  out  of  the  existing  Consolidated 
Space  Operations  Center,  also  located  at  Falcon  Air  Force  Station.  This 
facility  is  in  El  Paso  County,  Colorado,  about  12  ailes  east  of  Colorado 
Springs  (Figure  2-2).  The  present  aission  of  the  Consolidated  Space  Opera¬ 
tions  Center  is  to  provide  support  for  ailitary  space  operations  through 
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LOCATION  MAP  OF  NEVADA  TEST  SITE,  NEVADA 


FIGURE  2-1 
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Underground  tasting  ia  conducted  in  the  Pahute  Mesa,  Panier  Mesa,  Yucca  Plat ,  and  Prenchawn  Plat 
COMMENTS  areas  of  Hevada  Teat  Site. 


TABLE  2-2. 

SELECTED  SOCIOECONOMIC  INDICATORS  FOR  THE  SUPPORTING  REGION 

NEVADA  TEST  SITE 


Annual  Change  Annual  Change 


Area/Indicator 

1970 

1980 

1984 

1970-1980  (X) 

1980-1984  (X) 

Nye  County 

Population 

5,599 

9,048 

14,434 

4.92 

12.39 

Year-Round  Housing 

2,093 

4,202 

N/A 

7.22 

N/A 

Vacancy  Rate  ( X ) 

13.4 

18.3 

N/A 

— 

— 

Civilian  Labor  Force 

2,465 

4,330 

3,659 

5.80 

-4.12 

Unemployment  (X) 

2.8 

m  3,844 

4.7 

6.3 

— 

— 

Per  Capita  Incone  ($) 

7,169 

8,889 

— 

— 

Median  Family 

Income  ($)"  * 

10,218 

19,914 

N/A 

— 

— 

Clark  County 

Population 

273,288 

463,087 

536,473 

5.42 

3.75 

Year-Round  Housing 

92,815 

189,860 

N/A 

7.42 

N/A 

Vacancy  Rate  (X) 

5.5 

8.4 

N/A 

— 

— 

Civilian  Labor  Force 

113,669 

240,320 

279,180 

7.77 

3.82 

Unemployment  (X) 

m  5.2 
m  3,538 

6.4 

8.6 

— 

— 

Per  Capita  Income  ($) 

8,259 

9,930 

— 

— 

Median  Family 

Income  ($;  ' 

10,865 

21,029 

N/A 

— 

— 

Las  Vegas 

Population 

125,787 

164,674 

183,227 

2.73 

2.70 

Year-Round  Housing 

43,028 

67,041 

N/A 

4.53 

N/A 

Vacancy  Rate  (X) 

5.0 

7.3 

N/A 

— 

— 

Civilian  Labor  Force 

54,500 

86,114 

100,136 

4.68 

3.84 

Unemployment  (X) 

5.6 

m  3,614 

6.7 

9.0 

— 

— 

Per  Capita  Income  ($) 

8,135 

9,795 

— 

— 

Median  Family 

Income  ($)' 1 

11,338 

21,028 

N/A 

References:  32,  33,  34,  36,  39 

(1>  Incone  figures  refer  to  preceding  year 
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communications  centralization  and  data  link  operations.  The  facility  and  its 
environaental  characteristics  are  described  in  Table  2-3. 

The  Consolidated  Space  Operations  Center  was  built  to  house  tvo  aission 
eleaents:  the  Satellite  Operations  Center  and  the  Space  Shuttle  Operations 
Center  (46).  The  foraer  perforas  coaaand ,  control,  and  coaauni cat ions  service 
functions  for  orbiting  spacecraft.  The  latter  vas  to  conduct  DoD  Shuttle 
flight  planning,  readiness,  and  control  functions.  The  interia  National  Test 
Facility  could  be  located  at  the  Consolidated  Space  Operations  Center  because 
adequate  support  facilities  are  available  (51). 

For  the  purpose  of  socioeconoaic  assessaent,  the  supporting  region  for  this 
facility  is  defined  as  the  surrounding  El  Paso  County  and  the  nearby  coaauni ty 
of  Colorado  Springs.  Selected  socioeconoaic  data  for  these  areas  are  con¬ 
tained  in  Table  2-4. 

Based  on  available  data,  the  Falcon  Air  Force  Station,  including  the  Con¬ 
solidated  Space  Operations  Center  and  the  proposed  location  of  the  National 
Test  Facility,  is  in  coapliance  vith  Federal  standards  for  air  quality,  vater 
quality,  and  hazardous  vaste.  Environaental  docuaentation  has  been  prepared 
for  both  the  National  Test  Facility  (National  Test  Facility  Environmental 
Assessaent)  (45)  and  for  the  interia  National  Test  Facility  at  the  Consoli¬ 
dated  Space  Operations  Center  (Categorical  Exclusion,  control  number  AFSPC 
86-1)  (51). 


2.3  VANDENBERG  AIR  FORCE  BASE/WESTERN  TEST  RANGE 

Vandenberg  Air  Force  Base  is  located  on  the  coast  of  California  55  miles  north 
of  Santa  Barbara  (Figure  2-3).  Vandenberg  Air  Force  Base  is  the  third-largest 
air  base  in  the  United  States  and  occupies  98,400  acres  along  35  miles  of 
Pacific  coastline  vithin  Santa  Barbara  County.  It  is  the  Strategic  Air 
Command's  pioneer  missile  base  and  the  headquarters  of  the  1st  Strategic 
Aerospace  Division  and  the  Space  Missile  Test  Organization  (50).  Facilities 
house  DoD,  government,  and  civilian  contractors,  and  provide  the  necessary 
support  for  missile  test  launches.  A  description  of  the  facility  and  its 
environment  is  presented  in  Table  2-5. 

Existing  launch  facilities  are  scheduled  to  test  launch  intercontinental 
ballistic  missiles,  including  the  Minuteman,  Peacekeeper,  Atlas,  and  Scout 
(26).  Launch  facilities  for  the  Space  Shuttle  are  not  operational,  but  are 
maintained.  Current  plans  are  to  refurbish  Titan  Complex  4E  for  launches  of 
Titan  IV  or  construct  a  nev  facility  (5).  The  refurbished  facility  is  due  to 
be  operational  around  1990  (5). 

The  Western  Test  Range  includes  a  broad  area  of  the  Pacific  Ocean  vhich 
extends  offshore  from  Vandenberg  Air  Force  Base  on  the  coast  of  California 
(Figure  2-4)  to  the  Indian  Ocean.  The  range  functions  as  the  test  area  for 
space  and  missile  operations.  It  includes  a  network  of  tracking  and  data 
gathering  facilities  throughout  California,  Hawaii,  and  the  South  Pacific 
which  are  supplemented  by  instrumentation  on  aircraft  (30).  Launch  and 
spacecraft  operations  are  monitored  and  supported  by  the  Air  Force  Satellite 
Control  Facility,  the  Consolidated  Space  Operations  Center,  and  the  MILSTAR 
Satellite  Communication  system. 


Officer  -  1 06 i  HCO  -  384 i  Transient  -  130>  (1987*  at  Peterson  Air  Force  Baae 
HOUSING  no  known  housing  at  Falcon  Air  Force  Station) 


TABLE  2-3  (Continued) 


fli  otherwise  noted. 


MIC  DBHCATOBS  MB  TM 
■ATIOHAL  TBST  FACILITY 


Are*/ Indicator 

1970 

1980 

1984 

Annual  Change 
1970-1980  (X) 

Annual  Change 
1980-1984  (X) 

11  Paso  County 

Population 

235,972 

309,424 

349,066 

2.75 

3.06 

Year-Round  Bousing 

72,913 

116,770 

M/A 

4.82 

N/A 

Vacancy  Rate  (I) 

7.3 

7.7 

M/A 

-- 

Civilian  Labor  Force 

71.0B5 

130,297 

163,883 

6.25 

5.90 

Unenploywnt  (X) 

5.5 

7.6 

5.4 

-- 

-- 

Per  Capita  Incow(S)'1 

2,920 

7,027 

9,812 

-- 

Median  Paaily 

Incow  <$/1’ 

8,974 

18,729 

N/A 

-- 

-- 

Colorado  Springs 

Population 

140,512 

215,105 

247.739 

4.35 

3.59 

Year-Round  Bousing 

46,502 

88.189 

N/A 

6.61 

N/A 

Vacancy  Rate  (X) 

7.7 

7.9 

N/A 

Civilian  Labor  Force 

46,414 

98,140 

123.504 

7.78 

5.92 

Unenploywnt  (X) 

5.7 

1  3,001 

7.4 

5.  3 

-- 

Per  Capita  Incow  ( S ) ' 

7.404 

10,292 

-- 

-- 

Median  Faaily 

Incow  <$)fl' 

9,089 

18. 987 

N/A 

References:  32,  33,  34,  36,  39 

11 ’  Incoae  figures  refer  to  preceding  year 
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Por  socioeconomic  purposes,  the  supporting  region  for  Vandenberg  Air  Force 
Base  is  defined  es  the  surrounding  Santa  Barbara  County,  and  the  nearby 
communities  of  Loapoc  and  Santa  Haria.  Selected  socioeconoalc  data  for  these 
areas  are  presented  in  Table  2-6. 

Based  on  available  data,  Vandenberg  Air  Force  Base  is  in  compliance  vith  all 
Federal  standards  for  air  quality,  vater  quality,  and  hazardous  vaste. 
However,  vater  is  supplied  by  onbase  veils  froa  tvo  aquifers  vhich  are 
currently  overdravn  (44). 

Recent  environmental  documents  include:  "Draft  Environmental  Impact  Statement, 
Potential  Exploration,  Development,  and  Production  of  Oil  and  Gas  Resources," 
April  1987  (44),  and  "Environmental  Assessment  for  Repair  and  Restoration  of 
Space  Launch  Complex  4,"  June  1987  (52).  "The  Space  Shuttle  Environmental 
Impact  Statement,”  1978  (48),  addresses  Shuttle  launches  from  Vandenberg  Air 
Force  Base.  Impacts  froa  IOC  launches  are  addressed  in  the  "MX  Milestone  II 
Final  Environmental  Impact  Statement,"  1978  (28,  47).  An  environmental  impact 
statement  is  in  progress  for  the  refurbished  facility  for  Titan  IV  launches 
(29). 


2.4  U.S.  ARMY  KVAJALEIN  ATOLL 

Kvajalein  Atoll  is  a  northern  atoll  within  the  Ralik  Chain  of  the  Republic  of 
the  Marshall  Islands,  located  east-southeast  of  Guam  (Figure  2-5).  The 
Marshall  Islands  were  previously  administered  by  the  United  States  under  a 
strategic  trust  established  by  the  United  Nations  (23).  The  Compact  of  Free 
Association  prepared  by  the  government  of  the  United  States,  the  Marshall 
Islands,  the  Federated  States  of  Micronesia,  and  Palua  in  1980  established  a 
sovereign  Marshall  Islands  government  (23).  The  Compact  was  approved  by  the 
United  Nations  in  1986. 

Kvajalein  Atoll  consists  of  a  very  large  interior  lagoon  (839  square  miles) 
surrounded  by  approximately  100  component  islets  (23,  54).  The  U.S.  Army 
Kvajalein  Atoll  encompasses  the  Kvajalein  Atoll  and  Includes  facilities  on  the 
islands  of  Kvajalein,  Roi-Namur,  Ennylabegan,  Meek,  Ennugarret,  Gagan, 
Gellinam,  Omeleck,  Enivetak,  Legan,  and  Illeginni  (38).  United  States  resi¬ 
dent  populations  are  located  on  Kvajalein  and  Roi-Namur.  A  description  of  the 
facility  and  its  environment  is  presented  in  Table  2-7. 

Technical  facilities  present  on  the  U.S.  Army  Kvajalein  Atoll  include  multiple 
launch  facilities,  and  numerous  supporting  elements  such  as  tracking  radars, 
optical  instrumentation,  and  telemetry  stations  (38).  Support  services 
include  airports,  warehouses,  and  maintenance  buildings  (38).  During  the  last 
decade  U.S.  Army  Kvajalein  Atoll  has  served  an  important  role  in  research 
related  to  exoatmospheric  ballistic  missile  defense,  development  of  the  MX 
missile  system,  and  support  of  other  advanced  DoD  research  (38).  Radars, 
optical  instrumentation,  and  telemetry  facilities  vere  installed  on  Meek 
Island  during  this  time  (38).  Also,  major  facilities  have  been  established  on 
Roi-Namur  by  the  Defense  Advanced  Research  Projects  Agency.  Since  1976, 
ballistic  missile  defense  activities  have  been  limited  to  research  and 
technology  demonstration  programs  (38). 


TABLE  2-6. 

SELECTS)  SOCIOECONOMIC  INDICATORS  FOR  THE  SUPPORTING  REGION 
VANDENBERG  AIR  PORCB  BASE 


Annual  Change  Annual  Change 


Area/Indicator 

1970 

1980 

1984 

1970-1980  (Z) 

1980-1984  (Z) 

Santa  Barbara  County 

Population 

264,324 

298,694 

322,781 

123,476<J 

3.64?2> 

1.23 

1.96(ji 

Tear-Round  Housing 

88,777 

114,720 

1  2.60 

1.48  3 

Vacancy  Rate  (Z) 

5.5 

4.7 

— 

— 

Civilian  Labor  Force 

101,425 

145,949 

167,921 

3.71 

3.57 

Uneeployaent  (Z) 

Per  Capita  Incoee  '  ’ 

6.4 

5.8 

5.9 

— 

— 

3,357 

8,406 

11,125 

— 

— 

Median  Family 

Incoee  <n 

10,451 

21,630 

N/A 

— 

— 

Loepoc 

Population 

25,280 

26,267 

29,342 

0.38 

2.81 

T' 

Tear -Round  Housing 

7,991 

9,870 

N/A 

2.13 

N/A 

Vacancy  Rate  (Z) 

5.5 

5.0 

N/A 

— 

— 

Civilian  Labor  Force 

8,727 

11,366 

13,083 

2.68 

3.58 

Unemployment  (Z) 

Per  Capita  Income  ’  ’ 

9.6 

9.3 

9.4 

— 

— 

2,839 

6,828 

9,492 

— 

— 

Median  Family 

Income  m 

9,636 

19,272 

N/A 

— 

— 

Santa  Maria 

Population 

32,749 

39,685 

46,494 

1.94 

4.04 

m* 

Tear-Round  Housing 

10,803 

15,007 

N/A 

3.34 

N/A 

Vacancy  Rate  (Z) 

5.5 

6.4 

N/A 

— 

— 

Civilian  Labor  Force 

13,269 

18,678 

21,500 

3.48 

3.58 

Unemployment  (Z) 

8.1 

9.4 

9.5 

— 

— 

Per  Capita  Income  '  ’ 

3,116 

6,507 

8,682 

— 

— 

Median  Family 

Income  ‘  ’ 

9,902 

18,526 

N/A 

_  _ 

- 

References:  33,  34,  35,  37,  42 

(1>  Incoee  figures  refer  to  preceding  year 

m  1985  data 

1980-1985  annual  Z  change 
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For  sociocconoaic  purposes,  the  supporting  region  for  the  U.S.  Army  Kvajalein 
Atoll  is  defined  as  the  islet  of  Ebeye.  This  is  the  main  concentration  of 
Marshallese  at  Kvajalein  Atoll;  although  no  missile  range  staff  or  dependents 
reside  on  Ebeye,  the  economy  of  this  community  relies  almost  exclusively  on 
the  range  facility  (54).  Selected  information  on  staffing  and  housing  for  the 
facility  itself  is  contained  in  Table  2-7.  Additional  data  on  the  socio¬ 
economic  background  of  Ebeye,  including  information  on  population,  housing, 
and  employment,  are  provided  in  Table  2-8. 

Based  on  available  data,  it  has  been  determined  that  U.S.  Army  Kvajalein  Atoll 
facilities  are  in  compliance  vith  all  applicable  environmental  permitting 
requirements  except  vater  quality  (17,  18,  54).  One  endangered  species,  the 
Havksbill  Turtle,  and  one  threatened  species,  the  Green  Sea  Turtle,  may  nest 
on  several  islands  under  U.S.  Army  Kvajalein  Atoll  control:  Roi-Namur,  Lagos, 
Ningi,  Ennylabegan,  Ennugarret,  and  Omeleck.  Both  species  have  been  observed 
off  the  southvestern  end  of  Kvajalein  Island  (18,  23,  38,  54). 

Operations  at  the  U.S.  Army  Kvajalein  Atoll  vere  evaluated  by  the  U.S.  Army  in 
"Environmental  Impact  Assessment  of  Kvajalein  Missile  Range  Operations, 
Kvajalein  Atoll,  Marshall  Islands,  Revision  No.  1,"  dated  August  1980  (54). 
That  document  concluded  that  range  operations: 

o  Had  not  resulted  in  significant  adverse,  direct  effects  on  the 
physical  or  human  environment  at  that  time 

o  Had  created  significant  direct,  short-term  social  and  economic 
benefits 

o  Had  resulted  in  long-term  cumulative  constraints  to  future  uses  of 
the  islands  by  the  native  Marshallese 

o  Had  resulted  in  controversial,  long-term,  indirect  effects  on 
Marshallese  society. 

Construction  of  nev  housing  units  for  the  families  of  personnel  vorking  on 
Strategic  Defense  Initiative  programs  has  been  addressed  in  a  1986  U.S.  Army 
study,  "Environmental  Assessment  for  Family  Housing  Dvellings,  FY  1987-1989 
Phases,  Kvajalein  Island"  (57).  Construction  of  launch  facilities  on  Meek 
Island  has  been  addressed  in  tvo  record  of  environmental  consideration 
documents  prepared  by  the  U.S.  Army  in  December  1986  (3).  Construction  and 
operation  of  a  pover  plant  expansion  on  Kvajalein  Island  has  been  addressed  in 
"Environmental  Assessment  for  Upgrade  of  Pover  Plant  No.  1,  Kvajalein  Island, 
Marshall  Islands,  May,  1986"  (12). 


TABLE  2-8. 

SELECTED  SOCIOBCONOMIC  INDICATORS  FOR  THE  SUPPORTING  REGION 
U.S.  ARMT  KVAJALBIN  ATOLL  (EBETE) 


POPULATION 


Total  Persons 


Density  per  sq.  al.  (Area  ■  76  acres) 


1967:  3,540  29,810 
1973:  5,469  46,055 
1980:  6,169  51,949 
1985:  7,875  66,316 


(For  comparison,  population  density  in  Washington  D.C.  is 
about  12,000  persons  per  sq.  ni.) 

Percent  of  Marshallese  residents  on  Ebeye  born  on  Ebeye,  1973  -  481 


Median  Age 

1967:  16  years 

1973:  15  years 

1980:  14  years 

HOUSING 

Total  Units  Median  Persons  Per  Household 

1967:  308  1967:  7 

1980:  602  1980:  9 

Vacancy  Rate 

1980:  1.61 

EMPLOYMENT 

1982:  996  employed  full  tiae 

622  USAKA 

282  RMI  public  service 

102  Local  econoay 

(sales  of  goods  to  population) 


References:  (24,  32,  36,  38,  43) 


3.  ENVIRONMENTAL  CONSEQUENCES 


This  section  assesses  the  potential  environmental  consequences  of  the  proposed 
GSTS  tests.  It  is  based  on  a  comparison  of  the  tests  described  in  Section  1 
with  the  facilities  to  be  utilized  at  proposed  test  locations,  as  described  in 
Section  2.  Any  identified  environmental  documentation  that  addresses  the 
types  of  activities  proposed  for  the  facilities  is  incorporated  by  reference. 

Many  of  the  tests  for  the  GSTS  Demonstration/Validation  program  vould  be  con¬ 
ducted  at  contractor  facilities  which  have  not  been  identified.  The  con¬ 
tractors  vould  be  selected  through  the  DoD  procurement  process  and  vould  be 
required  to  meet  all  Federal,  State,  and  local  environmental  lavs  and 
regulations  necessary  for  facility  operations. 

The  approach  used  to  complete  the  Environmental  Assessment  of  the  GSTS 
Demonstration/Validation  program  vas  described  in  Section  1.  To  assess  the 
potential  for  and  the  magnitude  of  impacts  from  Demonstration/Validation  at 
each  government  facility,  a  tvo-step  methodology  vas  utilized  (Figure  3-1). 
The  first  step  vas  the  application  of  assessment  criteria  to  identify 
activities  vith  no  potential  for  significant  environmental  consequences. 
Activities  vere  deemed  to  present  no  potential  for  significant  environmental 
consequences  if  they  met  all  of  the  following  criteria  (i.e.,  all  "yes” 
answers): 

1.  Are  the  facility  and  its  infrastructure  adequate  for  the  proposed 
activity  (i.e.,  can  the  tests  be  conducted  without  new 
construction,  excluding  minor  modifications)? 

2.  Is  current  staffing  at  the  facility  adequate  to  conduct  the  test, 
excluding  minor  staff  level  adjustments? 

3.  Does  the  facility  comply  with  existing  environmental  standards? 

4.  Are  the  resources  of  the  surrounding  community  adequate  to  accom¬ 
modate  the  proposed  testing? 

If  a  proposed  test  vas  determined  to  present  a  potential  for  impact  (i.e.,  a 
"no"  answer  to  any  of  the  above  questions),  the  second  step  was  to  evaluate 
the  activity  in  the  context  of  the  following  environmental  considerations: 
air  quality,  water  quality,  biological  resources,  infrastructure,  hazardous 
waste,  land  use,  visual  resources,  cultural  resources,  noise,  and  socio¬ 
economics.  As  a  result  of  that  evaluation,  consequences  vere  assigned  to  one 
of  three  categories:  insignificant,  mitigable,  or  potentially  significant. 

Environmental  consequences  vere  determined  to  be  inaignif leant  if,  in  the 
judgment  of  the  analysts  or  as  concluded  in  existing  environmental  docuaenta 
tion,  no  potential  for  significant  environmental  impacts  exists.  Consequences 
vere  deemed  mitigable  if  concerns  exist  but  it  vas  determined  that  all 
potential  consequences  could  be  readily  mitigated  through  standard  procedures, 
or  by  measures  recommended  in  existing  environmental  documentation.  If 
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serious  consequences  exist  that  could  not  be  readily  mitigated,  the  activity 
vas  determined  to  represent  potentially  significant  environaental  inpacts. 

The  reaainder  of  this  section  provides  discussions  of  the  potential  environ¬ 
aental  consequences  for  each  location  proposed  for  the  GSTS  Demons t rat ion/ 
Validation  prograa.  The  impacts  of  the  no-action  alternative  and  irreversible 
and  irretrievable  coaaitaents  of  resources  that  would  accompany  GSTS 
Deaonstration/Validation  are  described  at  the  end  of  this  section. 


3.1  KHVUtOHMSMTAL  CONSEQUENCES  OF  THE  PtO POSED  ACTION 

3.1.1  Nevada  Test  Site 

Deaonstration/Validation  activities  for  GSTS  at  the  Nevada  Test  Site  would 
include  the  exposure  of  components  and  assemblies  to  a  nuclear  environment. 
The  dedicated  use  of  the  Nevada  Test  Site  includes  such  activities  (9)  and 
GSTS  testing  would  take  advantage  of  underground  nuclear  tests  scheduled  for 
other  programs.  No  facility  modifications  are  anticipated  and  no  additional 
staff  or  infrastructure  services  would  be  necessary  as  a  consequence  of  GSTS 
activities.  Also,  the  Nevada  Test  Site  meets  all  applicable  environmental 
standards  (62,  63).  Therefore,  the  environmental  consequences  of  the 
GSTS-related  activities  at  the  Nevada  Test  Site  are  be  expected  to  be 
insignificant. 

3.1.2  National  Test  Facility 

The  National  Test  Facility  would  be  used  for  analysis  and  application  of  data 
from  flight  tests  of  the  GSTS  in  simulation  exercises.  The  functions  of  the 
National  Test  Facility  in  the  GSTS  tests  are  within  the  scope  of  its  design. 
Environmental  effects  of  construction  and  operation  of  the  National  Test 
Facility  are  presented  in  the  "National  Test  Facility  Environmental  Assess¬ 
ment"  (45).  This  environmental  assessment  estimated  that  minor  erosion  during 
construction  and  minor  impacts  on  air  quality,  ecology,  groundwater  supply, 
and  vehicular  traffic  during  operation  would  occur.  It  concluded  that  with 
the  implementation  of  proposed  mitigation  measures,  no  significant  impacts  are 
anticipated.  Copies  of  this  environmental  assessment  may  be  obtained  from  the 
Public  Affairs  Office  at  Falcon  Air  Force  Station. 

Until  the  National  Test  Facility  is  constructed,  the  staff  necessary  to 
complete  the  GSTS  tests  would  be  located  at  existing  facilities  at  Falcon  Air 
Force  Station.  The  environaental  consequences  of  the  proposed  use  of  these 
existing  facilities  vere  addressed  in  a  "Request  for  Environmental  Impact 
Analysis,"  control  number  AFSPC  86-1  (51).  The  result  of  this  request  was  an 
assessment  that  the  interim  National  Test  Facility  qualified  as  a  categorical 
exclusion  in  accordance  with  U.S.  Air  Force  Categorical  Exclusion  2x.  This 
categorical  exclusion  states,  "This  is  an  administrative  action  utilizing 
interior  space  for  personnel  and  computer  equipment."  Thus,  no  further 
environmental  documentation  is  necessary.  The  categorical  exclusion  refers  to 
the  environaental  impact  statement  for  the  Consolidated  Space  Operations 
Center  (46).  Copies  of  this  document  may  be  obtained  from  the  Public  Affairs 
Office  at  Falcon  Air  Force  Station. 

Operation  of  the  National  Test  Facility  vould  require  a  significant  increase 
in  the  staff  at  Falcon  Air  Force  Station.  The  previously  completed  "National 
Test  Facility  Environmental  Assessment"  (45)  of  this  operation  predicted  the 


creation  of  approxinately  2,300  permanent  onsite  jobs,  as  veil  as  a  daily 
average  of  400  visitors  (because  each  visit  is  likely  to  last  several  days, 
visitors  vere  counted  as  equivalent  to  employees).  Including  the  visitors, 
the  total  maximum  daily  population  vould  thus  be  increased  by  2,700.  On  the 
assumption  that  only  10  percent  of  the  daily  population  vould  be  dravn  from 
the  local  area,  it  vas  predicted  that  more  than  2,400  families  vould  relocate 
to  the  area.  No  estimates  of  the  portion  of  the  staffing  specific  to  GSTS 
have  been  made.  While  it  can  be  assumed  that  only  a  portion  of  the  total 
staffing  is  relevant  to  GSTS,  the  consequences  of  complete  staffing  are 
included  as  a  vorst-case  analysis. 

Applying  the  four  assessment  criteria  against  the  test  activities  and  the 
facility  construction  they  vould  require  shovs  the  potential  for  environmental 
effects  related  to  the  construction  and  operation  of  the  National  Test 
Facility,  the  proposed  staffing  requirements  of  the  facility,  and  the  result¬ 
ing  socioeconomic  presence  in  surrounding  communities.  The  assessment 
criteria  for  compliance  vith  permits  is  met  by  the  existing  facilities.  The 
results  of  the  environmental  assessment  conducted  for  the  National  Test 
Facility  are  summarized  belov. 

Air  Quality 

Current  operations  at  Falcon  Air  Force  Station  are  in  attainment  by  Colorado 
standards.  Once  the  National  Test  Facility  is  constructed,  operations  are 
predicted  to  add  to  an  existing  violation  of  the  1-hour  and  8-hour  carbon 
monoxide  Federal  standard  from  automobiles  at  the  intersection  of  Petersen 
Boulevard  and  Highvay  94  outside  the  base  (45).  This  addition  can  be 
mitigated  through  the  use  of  van  pools  and  other  conservation  measures. 

Water  Quality 

All  discharges  are  in  compliance  vith  current  permits  (6).  The  environmental 
assessment  for  the  National  Test  Facility  predicts  no  significant  impact  on 
groundvater  or  surface  vater  quality  (45). 

Biological  Resources 

No  threatened  or  endangered  species  are  identified  in  the  vicinity  of  the 
National  Test  Facility  (45).  Impacts  to  biological  resources  vere  predicted 
to  be  insignificant  (45). 

Infrastructure 

Evaluation  of  the  effects  on  each  of  the  infrastructure  components  is  as 
follovs: 

o  The  electrical  substation  can  be  expanded  to  25,000  kW  vith  addi¬ 
tional  cooling  equipment.  The  National  Test  Facility  vill  require 
the  addition  of  13,000  kW,  vhich  could  be  accommodated  by  expansion 
of  the  substation  (45). 


o  Solid  vast*  is  disposed  of  offsit*  in  a  licensed  landfill.  The 
aaount  of  solid  waste  that  would  be  generated  by  the  National  Test 
Facility  has  not  been  estimated,  but  it  is  anticipated  to  be  a 
relatively  small  volume  (6). 

o  Sewage  treatment  capacity  is  currently  adequate  but  the  construc¬ 
tion  of  the  National  Test  Facility  requires  an  expansion  of  the 
capacity  of  the  sewage  treatment  plant  by  0.124  million  gallons/day 
(45).  The  expansion  could  encroach  on  a  flood  plain.  All  impacts 
are  anticipated  to  be  mitigable  (45). 

o  Construction  and  operation  of  the  National  Test  Facility  are 
projected  to  increase  water  requirements  from  0.37  million 
gallons/day  to  1.0  million  gallons/day  (45).  Mitigation  measures 
such  as  conservation,  reuse,  and  drought-tolerant  landscaping  would 
reduce  the  projected  water  requirements  to  0.5  million  gallons/day 
(45).  Additional  mitigation  measures  would  have  to  be  implemented 
to  prevent  exceeding  water  supply. 

o  Transportation  system  capacity  exceeds  current  traffic  demands. 
The  addition  of  the  National  Test  Facility  would  create  significant 
increases  in  vehicular  traffic,  but  would  be  below  design  capacity; 
however,  increased  delays  would  occur  at  some  intersections  (45). 

Hazardous  Waste 

Any  hazardous  waste  would  be  disposed  of  in  accordance  with  current  applicable 
regulations  (6,  8). 

Land  Use 

There  are  no  current  land  use  or  zoning  conflicts  (7).  No  conflicts  are 
anticipated  for  the  development  and  operation  of  the  National  Test  Facility 
(45).  Expansion  of  the  sewage  treatment  plant  could  encroach  on  a  flood 
plain.  This  impact  can  be  mitigated  through  the  use  of  standard  flood  control 
measures . 

Visual  Resources 

The  current  visual  landscape  is  a  rolling  agricultural  grassland  (45).  The 
National  Test  Facility  vill  have  an  insignificant  additional  impact  on  the 
visual  resources  because  it  vill  be  adjacent  to  an  existing  building  (45). 

Cultural  Resources 

No  cultural  resources  have  been  identified  on  the  facility  (45);  therefore, 
impacts  are  anticipated  to  be  insignificant. 

■oise 

Due  to  the  administrative  and  industrial  nature  of  the  existing  facilities  on 
Falcon  Air  Force  Station,  impacts  from  construction  and  operation  are  antici¬ 
pated  to  be  insignificant  (45). 


Uneaployaent  in  B1  Puo  County  of  5.4  percent  (8,800  persons)  in  1984,  end  an 
adequate  availability  of  housing  indicate  that  the  socioeconoaic  iapacts  of 
the  growth  resulting  froa  construction  and  operation  of  the  National  Test 
Facility  would  be  insignificant. 

The  environaantal  consequences  associated  with  the  construction  and  operation 
of  the  National  Test  Facility  are  altigable  by  the  aeasures  described  in  the 
"National  Test  Facility  Bnvironaental  Assessaent"  (45).  No  significant 
environaantal  consequences  have  been  Identified  associated  with  the  operation 
of  the  Interia  National  Test  Facility  based  on  the  "Bequest  for  Bnvironaental 
Iapact  Analysis"  (control  auaber  AFSFC  86-1)  (51). 

3.1.3  Faadaaberg  Air  Force  Baaa/Vestara  Test  Range 

The  GSTS  flight  test  prograa  would  involve  launches  of  targets  froa  Vandenberg 
Air  Force  Base.  The  targets  would  be  either  targets  of  opportunity  or  dedi¬ 
cated  targets.  The  total  possible  nuaber  of  GSTS  aissions  is  nine,  therefore  a 
aaxiaua  nuaber  of  nine  dedicated  targets  could  be  required;  up  to  six  targets 
of  opportunity  could  be  used,  decreasing  the  nuaber  of  dedicated  targets  to 
three.  Hinuteaan  tests  and  operations  are  siailar  to  those  conducted  for  NX 
Missile  Developaent  (29).  A  final  environaantal  iapact  stateaent  was  prepared 
for  the  NX  Missile  Milestone  II  Decision  (47).  Copies  of  this  docuaentat ion 
are  available  froa  the  Public  Affairs  Office  at  Vandenberg  Air  Force  Base. 

GSTS  would  involve  launches  of  targets  froa  Vandenberg  Air  Force  Base,  which 
in  turn  would  require  activating  the  Western  Test  Range  for  each  launch.  The 
Vestern  Test  Range  is  activated  60  to  70  tiaes  per  year.  GSTS  launches  would 
not  significantly  affect  range  operations  since  they  represent  a  relatively 
saall  increase  in  the  nuaber  of  tiaes  the  range  would  be  activated. 

The  results  of  applying  the  four  assessaent  criteria  against  the  test 
activities  indicate  a  potential  for  environaantal  effects  related  to  the 
adequacy  of  facility  infrastructure,  specifically  water  supply.  The  Vestern 
Test  Range  aeets  all  four  assessaent  criteria;  therefore,  envlronaenta) 
consequences  are  considered  insignificant.  A  aore  detailed  assessaent 
addressing  each  of  the  environaental  considerations  at  Vandenberg  Air  Force 
Base  was  coapleted  and  is  presented  below. 

Air  Quality 

Vandenberg  Air  Force  Base  is  currently  in  attainaent  for  all  National  Aabient 
Air  Quality  Standards.  Air  quality  is  aonitored  at  three  stations  onbase 
(31).  Minuteaan  alssile  launches  are  clean-burning  with  no  acid  deposition. 
Any  eaissions  are  dispersed  iasfediately  over  the  ocean,  and  therefore  do  not 
contribute  to  onbase  air  quality  degradation  (29).  Any  degradation  of  air 
quality  can  be  attributed  to  transporting  vehicles,  but  these  effects  are  not 
significant  for  the  current  Minuteaan  launch  schedule  (29). 


Vattr  Quality 


National  Pollution  Discharge  Elimination  Systaa  paraits  arc  in  pi  ce  for  15 
onbasa  savage  discharge  locations  (27).  Water  used  in  launch  vashdovn 
operations  is  either  collected,  stored,  and  disposed  as  hazardous  waste,  or 
treated  by  the  onbase  savage  facilities  (27).  Continued  Hinuteaan  launch 

operations  vithin  the  current  schedule  are  not  expected  to  affect  water 

quality. 

Biological  laaourcas 

Sevan  federally  listed  threatened  and  endangered  species  are  present  on 
Vandenberg  Air  Force  Base  (44).  A  critical  habit**  for  one  of  the  endangered 
species  is  located  near  the  Peacekeeper  launch  area,  but  launches  of  Hinuteaan 
aissiles  would  not  affect  this  area  (44).  The  threatened  and  endangered  spe¬ 
cies  are  subjected  to  vibration  froa  launches  and  could  be  affected  by  cata¬ 
strophic  explosions  (29).  Vibration  lapacts  are  not  considered  significant 
and  possible  catastrophic  explosions  are  unlikely;  thus,  Hinuteaan  launch 

operations  vithin  the  current  schedule  are  not  expected  to  increase  the 

lapacts. 

laf restructure 

■valuation  of  the  effects  on  each  of  the  infrastructure  components  is  as 
follows: 

o  Blectricity  is  currently  supplied  by  the  Pacific  Gas  and  Electric 
Coapany  power  grid  (29).  Deaand  is  below  capacity,  and  continued 
Hinuteaan  launches  vithin  the  current  schedule  will  not  increase 
electrical  deaand  (11). 

o  Solid  waste  is  disposed  of  offbsse  at  five  facilities  with  adequate 
capacity.  Continued  Hinuteaan  launches  vithin  the  current  schedule 
will  not  increase  solid  waste  voluae  (10,  44). 

o  Sewage  treatment  by  onbase  and  offbase  facilities  is  vithin 
capacity.  Continued  Hinuteaan  launches  vithin  the  current  schedule 
will  not  increase  sewage  volumes. 

o  Water  is  supplied  by  10  onbase  wells  (44).  Currently,  water  use  in 
the  region  is  overdrawing  the  two  aquifers  used  for  water  supply. 
Although  the  continued  Hinuteaan  launches  vithin  the  current 
schedule  will  not  increase  water  consuapt ion,  overall  operations  of 
Vandenberg  Air  Force  Base  are  contributing  to  overdrawing  the 
aquifers,  and  at  current  usage  rates  the  aquifers  could  be  depleted 
(44).  The  "Draft  Environmental  Iapact  Statement,  Kineral  Resource 
Hanageaent  Plan"  states  that  concerted  efforts  to  plan  and  enforce 
water  aanag.vaent  programs  can  prevent  serious  lapacts  to  water 
supply  (44). 

o  Transportation  routes  to  the  base  are  at  or  near  capacity  (44). 
Routes  onbase  have  excess  capacity  (44).  Additionally,  access 

routes  to  launch  sites  are  restricted  several  hours  before  a  launch 
(29).  Continued  Hinuteaan  launches  vithin  the  current  schedule 

v  11  not  affect  the  transportation  network. 


Vandenberg  Air  Pore*  Base  has  a  short-tera  hazardous  waste  storage  permit. 
Disposal  is  off base  by  a  licensed  contractor  (22).  Continued  Hinuteman 
launches  within  the  current  schedule  would  not  contribute  increased  volume  or 
new  types  of  hazardous  waste. 

Land  (toe 

Launch  facilities  for  Minuteaan  missiles  are  adequate  for  the  current 
schedule,  and  are  consistent  with  land  use  guidelines  outlined  in  the  "Base 
Development  Pattern”  (49). 

Visual  lesources 

Continued  launching  of  Hlnuteuan  missiles  from  existing  facilities  would  not 
affect  present  visual  resources. 

Cultural  lesources 

There  are  600  known  cultural  resources,  mostly  archaeological  sites,  on 
Vandenberg  Air  Force  Base  (44).  Two  sites  are  on  the  National  Register  of 
Historical  Places,  but  are  not  in  areas  adjacent  to  existing  Hinuteman  launch 
facilities  (44).  The  continued  use  of  existing  facilities  would  not  affect 
the  cultural  resources. 

Noise 

There  are  no  specific  standards  for  noise  levels,  but  noise  generated  by 
Hinuteuan  launches  is  of  short  duration  and  high  intensity  within  a  remote 
area  (29).  Continued  Minuteaan  launches  will  not  contribute  excessive  noise. 

Socioecoooaics 

No  new  staff  will  be  required  for  continued  Hinuteman  launches  within  the 
current  schedule,  and  therefore  no  socioeconomic  impacts  are  expected  (30). 

As  a  result  of  the  analysis  of  each  of  the  environmental  considerations,  no 
potential  significant  impacts  have  been  identified  that  are  related  to 
Hinuteman  launches.  Thus,  GSTS  impacts  at  Vandenberg  Air  Force  Base  are 
anticipated  to  be  insignificant. 

3.1.4  O.S.  Army  Kvajalein  Atoll 

Flight  testing  of  GSTS  would  be  performed  at  U.S.  Army  Kvajalein  Atoll.  This 
use  of  U.S.  Army  Kwajalein  Atoll  facilities  is  consistent  with  the  current 
missions  and  operations  of  those  facilities.  However,  upgrading  existing 
facilities  and  constructing  new  facilities  nay  be  necessary  at  Heck, 
Roi -Namur,  and  Kvajalein  Islands. 

GSTS  launch  requirements  have  not  been  determined;  the  launch  facilities  would 
be  selected  after  the  GSTS  Demonstration/Validation  program  has  been  further 
defined.  However,  on  Heck  Island,  a  general  refurbishment  of  infrastructure 
would  be  completed  (3),  and  an  existing  missile  assembly  building,  silo,  and 


launch  equipment  rooas  would  be  upgraded  to  accoaaodate  another  Strategic 
Defense  Initiative  prograa  (ERIS  Deaonstration/Validation  flight  test).  A  new 
■issile  asseably  building,  launch  pad,  and  launch  equipaent  rooas  would  be 
used  by  yet  another  Strategic  Defense  Initiative  prograa  (SBI  Demons t rat ion/ 
Validation  flight  test)  (3).  It  is  anticipated  that  GSTS  could  use  the 
upgraded  or  new  facilities.  If  launching  facilities  on  other  islands  in  the 
U.S.  Army  Kwajalein  Atoll  are  used  for  GSTS  flight  tests,  the  potential 
environaental  consequences  would  be  addressed  in  the  comprehensive  environ¬ 
mental  impact  stateaent  that  will  be  prepared  by  the  U.S.  Aray. 

The  potential  environmental  consequences  of  refurbishment  and  construction  of 
launch  facilities  on  Meek  Island  have  been  addressed  in  separate  environmental 
analyses.  The  U.S.  Aray  Corps  of  Engineers,  Pacific  Ocean  Division,  has  pre¬ 
pared  a  record  of  environaental  consideration  for  the  upgrade  of  the  existing 
missile  assembly  building,  silo,  launch  equipaent  rooa,  and  infrastructure 
(3).  A  second  record  of  environaental  consideration  was  prepared  for  con¬ 
structing  a  new  missile  assembly  building,  a  launch  pad,  and  launch  equipment 
rooms  on  Meek  Island  (3).  The  result  of  both  of  the  records  of  environmental 
consideration  was  Categorical  Exclusion  #7,  as  defined  in  Appendix  A  to  Army 
Regulation  200-2  (3).  This  exclusion  applies  to  "construction  that  does  not 
significantly  alter  land  use,  provided  the  operation  of  the  project  vhen  com¬ 
pleted  would  not  of  itself  have  a  significant  environmental  impact."  Projects 
that  fall  into  this  category  do  not  require  additional  environaental  document¬ 
ation.  Copies  of  the  records  of  environmental  consideration  are  available  from 
the  Public  Affairs  Office,  U.S.  Army  Strategic  Defense  Command ,  Huntsville, 
Alabama. 

Existing  facilities  on  Rol-Naaur  Island  could  be  utilized  for  GSTS  launches. 
The  launch  complex  and  missile  assembly  building  currently  at  the  proposed 
site  nay  be  suitable  for  supporting  such  a  mission.  It  is  anticipated  that  no 
significant  modifications  of  the  Roi-Namur  launching  facilities  vould  be 
necessary  to  support  GSTS  test  activities.  Construction  of  additional  hous¬ 
ing,  a  sewage  treatment  plant  and  a  vater  storage  facility  are  planned  by  the 
U.S.  Army  to  support  continuing  operations  at  the  island  (60).  This  construc¬ 
tion  is  needed  to  upgrade  existing  deficiencies,  and  will  occur  regardless  of 
the  Strategic  Defense  Initiative  Demonstration/Valldation  decision.  Environ¬ 
mental  consequences  of  these  proposed  construction  activities  on  Roi-Namur 
Island  have  not  been  evaluated  in  previous  documents. 

Additional  support  personnel  vould  be  housed  primarily  at  Kwajalein  Island, 
which  in  turn  will  require  support  services  and  new  housing.  Current  esti¬ 
mates  call  for  an  increase  in  facility  population  of  approximately  3.5  percent 
beyond  the  most  recent  available  population  figures  for  the  U.S.  Army 
Kwajalein  Atoll  (2,A32  persons  on  30  June  1986)  (15,  57).  The  total  popu¬ 
lation  vould  be  below  the  highest  population  figure  of  nearly  6,000  people  in 
1972  (38). 

Housing  requirements  for  GSTS  have  not  been  determined  at  this  tine.  The 
environaental  consequences  of  housing  construction  on  the  island  of  Kwajalein 
to  support  Strategic  Defense  Initiative  programs  have  been  analyzed  in 
"Environaental  Assessaent  for  Family  Housing  Dwellings,  FT  1987-1989  Fhases” 
prepared  by  the  U.S.  Aray  Strategic  Defense  Coaaand  in  1986  (57).  That  study, 
which  included  evaluations  of  housing  to  support  all  Strategic  Defense 


Initiative  programs  planned  or  proposed  for  U.S.  Army  Kvajalein  Atoll,  con¬ 
cluded  that  the  proposed  construction  does  not  constitute  a  major  Federal 
action  having  a  significant  effect  on  the  quality  of  the  human  environment. 
Copies  of  the  aforementioned  Environmental  Assessment  for  Family  Bousing  may 
be  obtained  from  the  Public  Affairs  Office  at  the  U.S.  Army  Strategic  Defense 
Command  in  Huntsville,  Alabama. 

In  addition  to  nev  housing,  the  following  new  construction  on  Kvajalein  Island 
is  planned:  expansion  of  an  existing  power  plant  and  a  nev  desalinization 
facility.  An  Environmental  Assessment  vas  prepared  on  the  construction  and 
operation  of  the  proposed  power  plant  expansion,  "Environmental  Assessment  for 
Upgrade  of  Power  Plant  No.  1,  Kvajalein  Island,  Marshall  Islands,  May,  1986" 
(12).  That  environmental  assessment  concluded  that  the  proposed  action  will 
not  constitute  a  major  Federal  action  with  potential  for  significant  impact  on 
the  environment.  Copies  of  this  documentation  are  available  from  the  Public 
Affairs  Office  listed  above. 

Approximately  4  miles  north  of  Kvajalein  Island  lies  Ebeye  Island,  the  main 
concentration  of  Marshallese  in  Kvajalein  Atoll,  and  for  assessment  purposes 
it  is  defined  as  the  "surrounding  community"  for  the  military  facility.  Ebeye 
Island  has  the  second -highest  population  of  any  island  in  the  Republic  of  the 
Marshall  Islands,  approximately  8,000  people  (a  density  of  66,316  people  per 
square  mile),  many  having  migrated  there  from  other  islands  in  search  of  jobs 
at  the  U.S.  Army  Kvajalein  Atoll  installation.  As  a  means  of  reducing 
population  density,  a  causevay  connecting  Ebeye  Island  with  adjacent  habitable 
islands  is  planned  (25).  Until  this  anticipated  redistribution  of  population 
occurs,  the  dense  population  of  Ebeye  Island  vill  continue  to  place  heavy 
demands  upon  both  manmade  and  natural  resources  of  the  island. 

The  application  of  the  assessment  criteria  indicates  a  potential  for  environ¬ 
mental  impacts  related  to  GSTS  activities  at  the  U.S.  Army  Kvajalein  Atoll. 
There  are  expected  to  be  facility  modifications  and  additional  staff  require¬ 
ments,  and  there  is  a  lack  of  resources  in  the  surrounding  community.  Thus,  a 
more  detailed  assessment  addressing  each  of  the  environmental  considerations 
vas  completed.  The  results  of  the  assessment  of  each  of  the  environmental 
considerations  are  presented  belov. 

Air  Quality 

Currently,  the  U.S.  Army  Kvajalein  Atoll  has  good  ambient  air  quality  attribu¬ 
table  to  strong  tradevinds  (54).  However,  1979  estimates  of  emissions, 
especially  from  the  pover  plant  on  Kvajalein  Tgland,  shoved  emissions 
approaching  the  limits  of  EPA  standards  for  nitrogen  oxide  (NOx)  (17). 
Increased  staff  would  require  increases  in  pover  generating  capacity.  The 
expanded  pover  plant  would  have  to  meet  major  stationary  source  performance 
standards  or  obtain  a  waiver  from  the  Marshall  Islands  government  (17).  The 
Environmental  Assessment  prepared  for  the  pover  plant  expansion  concluded  that 
mitigation  measures  would  be  required  (12).  Possible  mitigation  measures 
include  raising  the  stack  height,  increasing  the  velocity  of  the  emissions  to 
increase  dispersion,  using  lov-NOx  engine  design,  combustion  air  cooling,  fuel 
injection  recharge,  or  engines  designed  to  meet  the  Environmental  Protection 
Agency's  proposed  Nev  Source  Performance  Requirements  (12).  The  proposed 
plant  expansion  "can  meet  all  National  Ambient  Air  Quality  Standards  as  veil 
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as  nitrogen  oxide  if  lov  NOx  combustion  and/or  enhanced  dispersion  techniques 
are  employed  to  reduce  ambient  impact  by  28  percent"  (12).  Thus,  this  air 
quality  concern  is  considered  mitigable. 

Vater  Quality 

Available  data  from  1976  indicated  that  vater  quality  vas  being  degraded  as  a 
result  of  toxic  metals  leaching  from  a  solid  waste  disposal  site  on  Kvajalein 
Island  used  by  U.S.  Army  Kvajalein  Atoll  operations  (54).  Subsequently,  a 
vail  vas  constructed.  The  1980  "Environmental  Impact  Assessment  of  U.S.  Army 
Kvajalein  Atoll  Operations"  noted  that  although  the  vail  vas  installed  on  the 
ocean  side  of  the  Kvajalein  Island  landfill,  a  visual  inspection  in  1978  indi¬ 
cated  direct  leachate  seepage  to  the  ocean  vas  occurring  (54).  The  source  of 
the  leachate  vas  considered  to  be  vaste  oil  or  sewage  tank  pumpage  that  vas 
dumped  on  the  landfill.  The  landfill  is  presently  used  only  for  disposal  of 
construction  vaste,  and  Demonstration/Validation  activities  associated  with 
GSTS  are  expected  to  continue  this  use.  The  composition  of  the  leachate  and 
the  potential  change  in  rate  of  seepage  from  the  landfill  as  a  result  of  the 
disposal  of  construction  vaste  from  activities  in  support  of  Demonstration/ 
Validation  are  unknovn. 

Currently,  sevage  collected  from  facilities  on  the  vest  side  of  Roi-Namur 
Island  is  pumped  untreated  through  a  pipe  into  Kvajalein  Atoll  Lagoon  (54, 
60).  The  discharge  of  rav  sevage  into  the  lagoon  has  the  potential  to  signif¬ 
icantly  impact  vater  quality  and  is  in  violation  of  Clean  Vater  Act  standards 
(54).  Unless  mitigated  by  avoidance  actions  by  the  U.S.  Army  Kvajalein  Atoll 
Commander  and  the  range  users  the  increase  in  activities  on  Roi-Namur  Island 
because  of  Strategic  Defense  Initiative  activities,  which  could  include  GSTS 
testing,  would  contribute  additional  untreated  sevage  to  the  lagoon.  A  waste¬ 
water  treatment  facility  to  provide  secondary  treatment  before  discharge  is 
planned  (60).  Until  this  treatment  facility  is  operational,  impacts  to  vater 
quality  in  the  lagoon  vill  continue  and  would  be  increased  by  any  unmitigated 
Strategic  Defense  Initiative  activities,  vhich  could  include  GSTS  tests,  that 
begin  prior  to  the  operation  of  the  treatment  plant.  In  addition,  conse¬ 
quences  on  vater  quality  from  potential  increased  population  on  Ebeye  Island 
have  not  been  evaluated  in  previous  documents. 

Without  mitigating  actions,  impacts  to  vater  quality  caused  by  GSTS  activities 
are  potentially  significant.  Continued  presence  of  leachate  seepage  from  the 
Kvajalein  Island  landfill  and  potential  mitigations,  if  any,  are  not  docu¬ 
mented.  Vater  quality  impacts  from  sevage  discharges  on  Roi-Namur  Island  are 
mitigable  if  the  planned  sevage  treatment  plant  is  constructed  or  if  the  U.S. 
Army  Kvajalein  Atoll  Commander  initates  operational  mitigation.  These  and 
other  potential  impacts  vill  be  addressed  in  an  environmental  impact  statement 
to  be  prepared  by  the  U.S.  Army  for  all  continuing  operations  at  Kvajalein 
Atoll  prior  to  initiation  of  GSTS  Demonstration/Validation  flight  test 
activities. 

Biological  Resources 

Concrete  used  in  housing  and  other  facility  construction  nay  employ  coral 
dredged  from  surrounding  reefs.  The  construction  needed  to  support  activities 
associated  with  GSTS  testing  may  constitute  an  increase  in  the  harvesting  of 
coral,  if  coral  from  surrounding  reefs  is  used  as  a  construction  material  as 


in  the  past.  Extensive  reef  harvesting  could  result  in  degradation  of  the 
marine  habitat  (54).  Coral  harvesting  can  be  accomplished  in  a  manner  that 
will  ensure  that  critical  habitats  of  marine  biota  are  not  degraded.  Addi¬ 
tional  data  collection  and  analysis  will  be  required  to  identify  positive  and 
negative  impacts  of  this  activity  at  U.S.  Army  Kvajalein  Atoll  through  the 
environmental  impact  statement  investigation. 

Several  islands  of  the  U.S.  Army  Kvajalein  Atoll,  including  Roi-Namur  Island, 
have  beaches  suitable  for  nesting  sites  of  the  endangered  Havksbill  Turtle  and 
the  threatened  Green  Sea  Turtle.  No  beaches  suitable  for  turtle  nesting  have 
been  identified  on  Kvajalein  or  Meek.  Islands  (54).  Construction  and  operation 
activities  that  take  place  on  Roi-Namur  Island  should  consider  possible  im¬ 
pacts  to  these  potential  nesting  beaches.  Degradation  of  marine  vater  quality 
as  discussed  in  the  previous  section  could  adversely  impact  marine  biota. 
Consequences  on  biological  resources  from  potential  increased  population  on 
Ebeye  Island  have  not  been  addressed  in  previous  documents.  Those  potential 
impacts  on  biological  resources  vill  be  addressed  in  the  aforementioned  envi¬ 
ronmental  impact  statement. 

Infrastructure 

The  increased  staffing  and  project  activities  associated  vith  GSTS 
Demonstration/Validation  are  expected  to  increase  the  demands  on  infrastruc¬ 
ture  on  Kvajalein  Island  and  possibly  on  Roi-Namur  Island,  if  Roi-Namur  is 
selected  as  a  launch  site.  Specific  areas  of  consideration  include 
electricity,  solid  vaste,  sevage  treatment,  vater  supply,  and  transportation. 
The  aforementioned  environmental  impact  statement  vill  address  appropriate 
mitigations  for  impacts  from  increased  infrastructure  requirements. 

o  Electricity  demands  associated  vith  the  GSTS-related  population 

increase  on  Kvajalein  Island  say  require  increased  generating  capa¬ 
city.  A  concern  is  the  control  of  nitrogen  oxide  emissions  from 
the  pover  plant,  vhich  is  mitigable  as  discussed  earlier.  The 
planned  expansion  of  the  pover  plant  (60)  should  meet  any  increased 
electricity  demands. 

o  Solid  vaste  is  currently  disposed  of  by  (1)  burning  combustible 

material,  (2)  dumping  vet  (biodegradable)  vaste  and  metal  vaste  in 

the  ocean,  and  (3)  landfilling  (18,  54).  Additional  staff  required 
for  GSTS  activities  vould  increase  the  volume  of  solid  vaste,  but 
this  vaste  vould  be  disposed  of  in  onbase  facilities  vith  adequate 
capacity. 

o  Sevage  treatment  demands  at  the  U.S.  Army  Kvajalein  Atoll  are 
expected  to  increase  as  a  result  of  the  3.5  percent  increase  in 

inhabitants  that  vould  accompany  GSTS  testing.  Such  an  increase  in 
sevage  treatment  demands  at  Kvajalein  Island  is  not  expected  to 
exceed  the  plant's  existing  capacity.  Bovever,  untreated  sevage  on 
the  vest  side  of  Roi-Namur  Island  is  currently  pumped  directly  into 
the  lagoon  (54,  60).  If  Roi-Namur  is  selected  as  the  launch  site, 
additional  staff  associated  vith  GSTS  vould  increase  the  volume  of 
untreated  sevage.  A  nev  sevage  treatment  facility  is  planned  at 
Roi-Namur  Island  (60)  vhich  vould  be  designed  to  provide  secondary 
treatment  and  have  adequate  capacity  to  meet  all  anticipated  needs. 


The  aforementioned  environaental  impact  stateaent  will  identify 
interia  mitigation  options  until  a  planned  facility  is  constructed. 

o  Potable  water  is  a  limited  resource  on  the  islands  of  the  Kvajalein 
Atoll  (57).  Water  supplies  on  Kvajalein  Island  coae  froa  rainwater 
catchment  and  storage  systems  and  groundwater  lenses,  although  much 
of  the  groundwater  is  brackish.  It  is  possible  that  increased 
demand  resulting  froa  GSTS  activities  could  increase  withdrawal  of 
groundwater.  Overdraft  of  groundwater  could  potentially  result  in 
saltwater  intrusion  and  long-term  degradation  of  the  available 
groundwater  resources.  Kvajalein  is  unique  in  that  the  command  has 
total  control  over  all  lens  wells  and  monitors  the  groundwater 
level.  This  complete  control  with  feedback  minimizes  the  possibil¬ 
ity  of  overdrawing  the  groundwater.  Before  groundwater  depletion 
were  allowed  to  occur,  water  rationing  would  be  implemented  or 
alternate  sources  of  water  would  be  utilized,  such  as  importation. 
The  increased  demands  for  potable  water  that  would  result  from  GSTS 
activities  would  be  accommodated  through  the  planned  construction 
of  a  desalinization  system  on  Kvajalein  Island,  and  construction  of 
a  holding  tank  on  Roi-Namur  Island.  These  planned  mitigation  mea¬ 
sures  are  projected  to  be  adequate  to  ensure  sufficient  potable 
vater  without  degrading  groundwater  resources. 

o  Transportation  on  Kvajalein  Island  is  predominantly  by  means  other 
than  automobiles.  In  1986  there  were  only  300  cars  for  13  miles  of 
paved  road  (55).  Transportation  of  employees  to  Kvajalein  and  Neck 
Islands  froa  Ebeye  Island  is  by  ferry  (19).  Increases  in  the 
number  of  Marshallese  employees  may  necessitate  increases  in  ferry 
capacity. 

Hazardous  Waste 

The  U.S.  Army  Kvajalein  Atoll  is  preparing  a  Hazardous  Waste  Management  Plan 
to  comply  vith  Army  Regulation  420-47  (18).  An  increase  in  U.S.  Army 

Kvajalein  Atoll  operations  for  GSTS  program  may  increase  the  volume  of 

hazardous  vaste  produced.  The  treatment,  storage  and  disposal  of  additional 
hazardous  vaste  must  be  in  compliance  vith  the  Hazardous  Vaste  Management 

Plan. 

Land  Use 

The  islands  that  make  up  the  U.S.  Army  Kvajalein  Atoll  are  dedicated  for  use 
as  a  military  installation.  The  use  of  this  facility  for  launching  missiles 
and  monitoring  flight  tests  is  a  continuation  of  an  established  land  use.  The 
long  tern  impacts  on  land  use  from  continuing  operations  at  U.S.  Army 

Kvajalein  Atoll  will  be  addressed  in  the  aforementioned  environmental  impact 
statement. 

Visual  Resources 

The  presence  of  the  U.S.  Army  Kvajalein  Atoll  has  significantly  altered  the 
visual  resources  of  the  islands  by  extensive  development.  The  current  visual 
resources  would  continue  to  be  altered  by  the  facility  upgrades  that  nay  be 
utilized  for  GSTS  activities.  Those  alterations  are  anticipated  to  have 
insignificant  impacts. 
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Cultural  Resources 


Both  Kvajalein  Island  and  Roi-Naaur  Island  are  considered  historically  signi¬ 
ficant  sites  due  to  the  activities  vhich  took  place  on  the  atoll  during  Vorld 
War  II.  In  addition,  potential  prehistoric  sites  have  been  discovered  very 
recently  on  Kvajalein  Island,  soae  possibly  as  old  as  2,000  years  (18).  As 
any  excavation  during  construction  activities  has  the  potential  for  perman¬ 
ently  destroying  such  cultural  resources,  those  activities  could  have  a  poten¬ 
tial  iapact.  An  archeological  survey  would  be  conducted  and  appropriate  miti¬ 
gations  developed  during  the  preparation  of  the  aforementioned  environmental 
iapact  statement. 

Noise 

No  data  are  available  on  noise  levels  associated  with  U.S.  Army  Kvajalein 
Atoll  operations.  Based  on  the  distance  between  launching  facilities  on  Heck 
Island  and  the  nearest  coaaunity  (more  than  10  miles),  no  significant  noise 
impacts  are  anticipated  from  launches  at  Heck  Island.  Similarly,  the  launch¬ 
ing  of  missiles  from  Roi-Naaur  Island  would  not  be  expected  to  have  signifi¬ 
cant  noise  impacts. 

Socioeconomics 

The  economy  of  Ebeye  Island  relies  heavily  upon  the  people  residing  at  the 
U.S.  Army  Kvajalein  Atoll.  Because  of  this  dependence,  changes  in  facility 
population  associated  with  GSTS  Demonstration/Validation  activities  could 
potentially  have  significant  beneficial  and  adverse  socioeconomic  consequences 
at  Ebeye  Island.  An  Increase  of  approximately  87  staff  and  dependents  (3.5 
percent)  living  at  the  U.S.  Army  Kvajalein  Atoll  is  expected,  lasting  for  a 
period  of  2  years  (15).  Such  an  increase  is  expected  to  have  a  noticeable 
direct  positive  effect  on  the  Harshallese  economy  at  Ebeye  Island  in  terms  of 
new  jobs,  vhich  should  be  complemented  by  the  Job  Corps  Program  recently 
implemented  by  the  U.S.  Army  Kvajalein  Atoll  (60).  Due  to  the  relative  size 
and  duration  of  the  population  increase  this  grovth  in  employment  is  not 
expected  to  be  significant.  There  aay  be  indirect  socioeconomic  consequences 
of  such  an  Increase  in  U.S.  Army  Kvajalein  Atoll  population  as  veil.  These 
indirect  effects  would  take  the  form  of  Harshallese  migrating  from  other 
islands  to  Ebeye  Island  as  they  have  before  in  search  of  relatively  high 
paying  (guaranteed  U.S.  minimum  wage)  jobs  associated  with  the  increases  in 
facility  population  and  activities  (38,  54).  The  consequences  of  such  renewed 
migrat  ion  could  be  serious,  adding  people  to  the  already  dense  population  of 
Ebeye  Island  and  leading  to:  increased  pressure  on  inadequate  housing  and 
public  infrastructure;  a  further  decline  in  public  health,  belov  currently 
unsatisfactory  levels;  an  increase  in  Harshallese  unemployment;  further 
disruption  of  the  economic  and  sociocultural  mechanises  underlying  Harshallese 
society,  on  both  Ebeye  Island  and  the  islands  from  vhich  the  migrants 
originated;  increased  reliance  of  the  Harshallese  economy  on  Department  of 
Defense  expenditures.  At  present  it  is  impossible  to  predict  vith  certainty 
hov  many  Harshallese  would  migrate  to  the  area  in  response  to  the  anticipated 
Increase  in  GSTS-related  population  and  activities  at  the  U.S.  Army  Kvajalein 
Atoll.  The  U.S.  Army  Kvajalein  Atoll  currently  has  a  policy  limiting  the 
number  of  Harshallese  they  employ  vhich  nay  minimize  the  amount  of  influx  of 
people  to  Ebeye  Island. 


I 


As  a  result  of  the  analysis  of  each  environmental  consideration,  potentially 
significant  iapacts  vere  identified  at  the  U.S.  Arny  Kvajalein  Atoll.  In 
recognition  of  the  need  to  avoid,  ainiaize,  and  aitigate  any  potential  adverse 
impacts  on  the  environment  of  the  Kvajalein  Atoll,  the  U.S.  Aray  vill  prepare 
a  comprehensive  environmental  impact  statement  addressing  the  continuing 
operations  at  the  U.S.  Arny  Kvajalein  Atoll,  vhich  include  the  proposed 
Demons t ra t i on/Vali da t ion  activities  (61).  The  environmental  impact  statement 
vill  address  the  environmental  concerns  recognized  in  this  Environmental 
Assessment  and  vill  identify  appropriate  mitigations. 


3.2  ENVIRONMENTAL  CONSEQUENCES  OF  NO  ACTION 

If  the  no-action  alternative  is  selected,  no  additional  environmental 
consequences  are  anticipated.  Concept  Exploration  vould  continue  at  currently 
staffed  facilities  vith  no  changes  in  operations. 


3.3  IRREVERSIBLE  AND  IRRETRIEVABLE  COMMITMENTS  OF  RESOURCES 

Development  of  the  GSTS  candidate  vehicle  through  the  Demonstration/ 
Validation  stage  vould  result  in  irreversible  and  Irretrievable  commitment  of 
resources  such  as  electronic  components,  various  metallic  and  nonmetallic 
structural  materials,  fuel,  and  labor.  This  commitment  of  resources  is  not 
different  from  those  necessary  for  many  other  aerospace  research  and 
development  programs;  it  is  similar  to  the  activities  that  have  been  carried 
out  in  previous  aerospace  programs  over  the  past  several  years. 
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tsst  4cnvm  obscuptiohs 


Th«  Deaonstration/Validat ion  test  activities  have  baan  divided  into  four  cate¬ 
gories!  analyses,  siaulatlons,  coaponent /aasenbly  tests,  and  flight  tests. 
This  Appendix  dascribas  in  graatar  detail  tha  siaulations,  coaponant/assaably 
taats,  and  flight  tasts  idantifiad  in  Sac t ion  1.3. 


snoLdnoa  iutdk 

Slaulation  tasting  of  a  physical  entity  (aachina,  systaa  coaponant,  ate.)  is 
accoaplishad  by  developing  a  coaputar  nodal  of  that  antity.  Tha  nodal  than 
intaracts  with  data  raprasanting  physical  stinuli  to  assass  tha  antity's 
capabilitias  in  real-world  conditions.  A  slaulation  involves  writing  and 
running  coaputar  prograsw,  with  possible  intorfacas  to  other  systeas  or  systaa 
alaaants.  Mo  iapacts  on  tha  physical  environaent  are  involved  other  than  tha 
coaaitaant  of  nanpovar  and  electrical  energy  involved  in  coaputar  operations. 

Tha  basic  concept  of  coaponant/assaably  tasting  is  to  control  tha  physical 
conditions  in  which  tha  hardware  ltaa  is  tasted.  Tasts  art  typically  con 
ducted  in  apacialisad  anvi ronaant s .  and  data  ara  collected  regarding  tha  par 
foraance  of  tha  hardware  ltaa  in  that  environaent.  Tha  scope  of  tha  tests  nay 
range  froa  single  aicrochip  coaponents  up  to  aajor  subasseabl ies  This  sec 
t ion  dascribas  those  special  anvironaants  and  tha  tasts  to  be  performed 

A  space  environaent  chaaber  siaulates  soae  or  all  of  tha  charac tar ist ies  of 
space  (theraal,  va-uun,  radiation,  etc.)  in  order  to  closely  eaulate  >he  space 
environaent  in  which  tha  test  object  is  designed  to  operate. 

Tha  object  of  a  radiation  chaaber  is  to  deteroine  tha  detrinental  effects  of 
various  types  of  radiation.  Radiation  testing  (other  than  that  involving 
nuclear  explosions)  can  be  accoaplishad  by  exposing  aoterials  to: 

o  Radiation  froa  a  research  or  test  nuclear  reactor 

o  4  bata/gaaaa  radioactive  source,  such  as  cobalt -40  or  cosine  It',  in 

an  exposure  chaaber  or  pool 

o  Nuclear  particles  in  an  accelerator  (Van  <Je  Graff,  cyclotron,  etc  ' 
in  a  target  rooa  (requires  very  large  power  source) 

o  I  rays  froa  an  x-ray  aachine  (requires  large  power  source) 


A  1 


Th«  specific  device  used  will  depend  on  the  type  of  radiation,  energy,  and 
intensity  desired,  the  size  of  the  object,  and  the  availability  of  the 
facility. 

Infrared  Radiation  Charters 

The  purpose  of  an  infrared  chanber  is  to  isolate  the  infrared  sensor(s)  fro* 
environmental  infrared  radiation  in  order  to  conduct  performance  evaluations 
aeasuring  lov-level  infrared  signals.  The  perforaance  evaluations  include 
detector  sensitivity  tests,  array  phasing,  and  linearity  tests.  For  critical 
tests,  the  sensor  would  be  placed  in  a  low- teapera ture  (cryogenic)  chaabet . 
For  linearity  tests,  a  cold  rooa  or  even  an  air-conditioned  laboratory  could 
be  used.  The  target  (or  source)  that  would  be  used  would  be  an  electrically 
heated  resistance  wire  with  the  proper  infrared  characteristic.  Power  con 
sua^tion  of  these  chaabers  is  usually  lov  to  moderate. 

Scene  generator 

A  scene  generator  is  an  optical  environment  simulator.  It  is  used  to  drive 
optical  processing  equipment  (e.g.,  surveillance  systems)  in  test  environ 
aents.  A  sequence  of  iaages  is  produced  on  an  inage  display  device  (eg  . 
television  screen).  These  sequences  correspond  to  scenarios  that  are  coMonlv 
encountered  in  the  operational  environment  or  are  idealizations  designed  for 

testing  specific  perforaance  aspects.  The  optical  sensor  element  "views'  the 

images  by  focusing  the  iaages  on  a  detector  component  The  detected  image  i  * 
then  passed  to  an  interpreter  which  interprets  the  image  and  responds  accord 
ing  to  the  interpretation.  The  responses  are  recorded  foi  subsequent 
analysis.  Power  requires  are  generally  modest. 

Unclear  Testing 

Underground  nuclear  explosion  testing  is  performed  bv  drilling  a  vet  m  a 

shaft  and  establishing  a  detonation  chamber  a*  the  bottom  Tes'  ohiec's  arc 
placed  in  horizontal  tunnels  leading  awav  from  the  detonation  chamber  an* 
exposed  to  the  high  intensity  radiation  pulse  from  the  detonatior  Usual!, 
one  detonation  serves  many  experiments  and  tests  Impacts  or  the  phvs-  » 
environment  include  the  commitment  of  ar  underground  volume  'r  radio*  * 

contamination,  the  disposal  of  drilling  spoils,  and  the  fra  'using  of  ge 
logical  structures  froe  the  detonation  ho  fission  produces  are  »#i  •  ><*  • 
the  atmosphere 


fugvt  Tvrrnc 

The  government  normally  establishes  flig*’  ranges  to  tes'  ape  *fi  • » pe  s,- 
team  from  a  dedicated  facility  For  the  purpose  of  »He  ^'ta'eg'  he?er«» 
Initiative,  fligh*  testing  can  iniude  missiles  i  o  b« i  s  *  f.igk 
teries  >r  tests  with  obiects  m  orb:’ 


-  ^ 


?  •  * 


Hi  uil*  lu«* 

Missile  ru|ts  consist  of  •  launch  area  mth  launch  pads  and  aim 
trol  and  support  facilities,  a  safety  area  around  the  launch  area  and  • 
trolled  land / sea/ ai r > space  area  for  flifh*  and  taper'  a  aissile  ran** 
prises  large  areas  of  the  earth  s  surface  and  include  tracking  roaaun  n 
and  recovery  facilities 


FINDING  OF  NO  SIGNIFICANT  IMPACT 


STRATEGIC  DEFENSE  INITIATIVE  ORGANIZATION 
U.S.  DEPARTMENT  OF  DEFENSE 


*  ,FN'  •  Department  of  Defense 

a  T  ■  >*.  [>e  ’.cion  to  conduct  Demonstration/Validation  tests  of  the 

•.round  based  Surveillance  and  Tracking  System  (GSTS). 

ha  »  Pur  Mian'  to  Council  on  Environmental  Quality  Regulations  for 

implementing  the  procedural  provisions  of  the  National  Environ- 
men»al  Policy  Ac »  of  40  CFR  Parts  1500-1508,  and  Department  of 
{•e-tense  ( DoD )  Directive  on  Environmental  Effects  in  the  United 
•a*ev  of  DoD  Actions,  t1  ?  DoD  has  conducted  an  assessment  of  the 
p.'»er-Mal  environmental  consequences  of  Demonstration/Validation 
'fo i ng  of  the  Ground  based  Surveillance  and  Tracking  System 
dec  eloped  bv  the  Strategic  Defense  Initiative  Organization. 

i  p  «.*  r  aMrni  Validation  would  involve  four  types  of  tests: 
anal  •. ‘.ev.  simulations,  component/assembly  tests,  and  flight 
•e  The  locations  of  test  activities  for  the  Ground-based 

.veil  larue  and  Ttacking  System  are: 

;  -  :  .  '  '  TEST  TYPE 


Nevada 

s.  A-*.-  ’»<*  ^ i  ' e  Component/Assembly  Tests 


Color  ado 

*.  *  ■  •  Facility.  Analyses,  Simulations 

■*  •  .  r  F  "i  c  e  Station 


California 


.  an  "let  1 1'*  :  g  A  i 
• »  ’err  T  e 


Force  Base 
Range 


Republic  of  the  Marshall 
I s lands 


t  .  F  v  a  i  a  1 e i n  Atoll 


Flight  Tests 


Flight  Tests 


To  determine  the  potential  for  significant  environmental  impacts 
of  the  Demonstration/Validation  of  the  Ground-based  Surveillance 
and  Tracking  System,  the  magnitude  and  frequency  of  the  tests 
that  would  be  conducted  at  proposed  test  locations  were  compared 
to  the  current  activities  at  those  locations. 

To  assess  impacts,  the  activity  was  evaluated  in  the  context  of 
the  environmental  considerations  for  air,  water,  biological 
resources,  infrastructure,  hazardous  waste,  land  use,  visual 
resources,  cultural  resources,  noise,  and  socioeconomics.  As  a 
result  of  that  evaluation,  consequences  were  assigned  to  one  of 
three  categories:  insignificant,  mitigable,  or  potentially 
significant . 

Environmental  consequences  were  determined  to  be  insignificant 
if  no  serious  concerns  existed  regarding  potential  impacts  of  the 
potentially  affected  area.  Consequences  were  deemed  mitigable  if 
concerns  existed  but  it  was  determined  that  all  of  those  concerns 
could  be  readily  mitigated  through  standard  procedures  or  by 
measures  recommended  in  existing  environmental  documentation.  If 
serious  concerns  were  identified  that  could  not  be  readily 
mitigated,  the  activity  was  determined  to  represent  potentially 
significant  consequences. 


UNDINC:  No  significant  impacts  would  result  from  analyses,  simulations 

and  component/assembly  testing  of  Ground-based  Surveillance  and 
Tracking  System.  No  significant  impacts  would  result  from  flight 
testing  at  Vandenberg  Air  Force  Base  and  the  Western  Test  Range. 

A  potential  for  significant  impacts  resulting  from  flight  testing 
was  found  at  U.S.  Army  Kwajalein  Atoll  in  the  Marshall  Islands. 

In  recognition  of  the  need  to  avoid,  minimize,  and  mitigate  any 
potential  adverse  impacts  on  the  environment  of  the  Kwajalein 
Atoll,  the  U.S.  Army  will  prepare  a  comprehensive  environmental 
impact  statement  addressing  the  continuing  operations  at  the  U.S. 
Aim,  Kwajalein  Atoll,  which  include  the  proposed  Demonstration/ 
Validation  activities.  The  environmental  impact  statement  will 
address  the  environmental  concerns  recognized  in  this 
Kn . 1 1  eminent  a  1  Assessment  and  will  identify  appropriate 
f  ,  '  i  j(a  '  i  on-.  . 


